Ramirez, Adam. 


THE MEMORY OF YOU; w & m Adam 
Ramirez arr Walter Arnold © 
Adam Ramirez 15Jun53 EU319952 


Library of Congress 
Copyright Office 





Ramirez, Angel, claimant. 
sf£eooRamirez, Shirley Carnen. The 
land of music. 





RAMIREZ, ANTONIO QUINTERO, SEE 
Quintero Ramirez, Antonio, 1894- 


EF0-8318 


Library of Congress 
Copyright Office 





M1688 RAMIREZ, ARIEL, 

A72R Agua y sol del Parana; cancion del litoral 
argentino, para canto y piano, musica de 
Ariel Ramirez, letra de Miguel Brasco. 
$3.- © Ricordi Americana s.a.e.c., 
Buenos Aires; 5May54; EF0-30416, 


I, Title. [II. Brascd, Miguel, 1910- 


Library of Congress 6 





Ramirez, Ariel, 1918- 


CASSINELLI, JUAN JOSE ULISES, 1889- 
Variaciones de gato; [by] J. J. U. 
Cassinelli, transcripcidn para piano 
de Ariel Ramirez. $3.50 © Ricordi 
Americana s.a.e.c., Buenos Aires; 
19Jan54; EFO-26299, 


I,’ Title. II, Ramirez, Ariel, 1918- 


Library of Congress e 





RAMIREZ, ARIEL, 
Zamba del cocherito; motivo folklorico ° 
saltefic con partes originales, para piano, 
de Ariel Ramirez. $3.- © Ricordi 
Americana s.a.e.c., Buenos Aires; 
5May54; EF0O-30415. 


I, Title. 


Library of Congress é 





Ramirez, Arnaldo. 


EL NARANJAL m Pedro Ayala © Arnaldo 
Ramirez 25Apr49 EU164960 





Ramirez, Arthur R. 


THE FLAME OF LOVE; w Connie Wells m 
Arthur R. Ramirez © Connie Wells & 
Arthur R. Ramirez 28Sep53 EU332345 


Library of Congress & 





M1630 RAMIREZ, ARTHUR R 191h- 

ee José ee. words and music by Arthur 

'R R, Ramirez. @ Arthur R. Ramirez, 

: San Antonio; Dech7; on_changes 
in words & music; EP19281., 


i, Title. 


Library of Congress ae 
Copyright Office 





Ramirez, Arthur R. 

Jose; w&m &j. R. Ramirez, arr Prof. 
Palacios. © Arthur Rk. |Ramirez, San 
intonio; 28Febl7; Bu 7522. 





Ramirez, Arthur Reyes. 


BEAUTIFUL NEW YORK arr Gilbcrt U, 
urillo © w & m arthur Reyes 


Ramirez 26Apr).8 E£U127191 


Library of Congresa @ 
Copyright Office 





Ramires, Augustine. 


MOMENTS OF LOVE m Ronald Buck © w 
Augustine Ramirez 24Nov48 EU149656 


Library of Congress 
Copyright Office 





RAMIREZ, BLANCA DE LA ROSA. 
Ta Galesera, SEE Castillo, Emilio 
Gonzélez del. 





Ramirez, Carlos. 


M1688 CAAMANO, ARTURO, 1910- 

~A72CG Al cerrarse mis ojos. When I close 
my eyes. Beguine; letra de Carlos 
Ramirez, masica de Arturo Caamafo. 
© Editorial Musical Arpegio, Buenos 
Aires; 28Janh8 (in notice: 197); 
EF8630. 





Ramirez, Carlos. 

M1688 OROZCO, ISMAEL. 

A720 El cuchipe; bambuco [and] guaracha, 
letra de Carlos Ramirez y Roberto 
Cesari, misica de Ismael Orozco. 
© Editorial Musical Arpegio, 
Buenos Aires; 15Novl7; EF8015. 


Library of Congress ww 
Copyright Office 





Ramirez, Carlos Alfonso. 


FANTASY DREAM © w & m Carlos Alfonso 
Ramirez 1Nov48 EU147476 


Library of Congress ¢ 
Copyright Office 





M1683 RAMIREZ, ELPIDIO. 

2 La malagueia; son huasteco, letra de 

.R Pedro Galindo y Elpidio Ramirez, 
musica de Elpidio Ramirez. © Promo- 
tora Hispano Americana de Musica, 
s.a., Mexico; 10Nov47; EF12413, 


I. Galindo, Pedro, lyricist. II. Title. 


Library of Congress . 
Copyright Office 





M1356 RAMIREZ, ELPIDIO. 

ae (Enamorada) La malaguefia; Son huasteco; 
rumba lenta, dal film Enamorada, testo 
originale di P. Galindo e E. Ramirez, 
testo italiano di Larici-Poletto, musica 
di Elpidio Ramirez. [Piano-conductor 


score (orchestra, with words) and 
parts] © on Italian lyrics; Edizioni 
Southern Music, Milano; 15May50; 


EF0-3901. MG 2 


I. Title. Il. Title: Enamorada. III. Title: 
Son hus eco. [IV. Galindo, P. V. 

Rap U RES O22: VI. Poletto, 

Ae nzo Luigi, 1906- 





RAMIREZ, ELPIDIO. 
La malaguefia. SEE HIS 
Enamorada, 


EF0-3901 


OCT 2 - 1950 


art. xM 
Library of Congress 
Copyright Office 





Ramfrez, Elpidio. 


LOS TRES CIELITOS LINDOS; [arr. by] 
Quirino F, Mendoza y Cortés, Elpidio 
Ramirez [and] Nicandro Castillo. [For 
voice and piano] © on arrangements; 
Promotora Hispano Americana de Misica, 
S.a., Mexico; 23Dec48; EF15235. 


I. Mendoza y Cortés, Quirino F 
Il. Ramirez, Elpidio. III. Castillo, 
Nicandro. IV. Cielitos lindos. 


Library of Congress 
Copyright Office 
art. 





RAMIREZ, EMILIO, SEE 
Ramirez Valiente, Emilio, 1878- 


EF18817 


Library of Congress 
Copyright Office & 





Ramirez, Eulalio. 

PRENDAS USADAS; w & m Eulalio Ramirez 
© Peer International Corp. 20ct53 
EU3335057 


Library of Congress & 





Ramirez, Felix. 
MIS CANCIONES; w & m Felix Ramirez 
arr & © Max Urban 90ct50 EU217698 


OCT 31 1950 





Ramirez, Felix Fernando. 

COMO QUIERES QUE TE QUIERA? How do 
you want me to love you © English 
tr Hal Chanslor m Felix Fernando 
Ramirez 27Dec48 EU153406 


Library of Congress e 
Copyrizht Office 





\A Hanlrez 
y 


Ramirez, George William, 1910- appl .auth,. 
, and Hanirez. 
Adobe. {(Desi,zned and prepnred by 


irez and Ranirez o.. Los Angeles, 
33 and Huss, cl‘)l,6] 


panphlet (ho pe) illus. 


257 
ay 
1B! 


21 x 2b6er 


1910- 
Apple author; Georjje Willian Ramirez, 


YU 7-2-6; 2 c 7-12-63; George Willian 
Ranirez, Alhambra, Calif.; Ak 20608. 


vf 9=-10-l)6 





Ramirez, Hernan. 
NOW THAT YOU'VE GONE, SWEETHEART; 


W, m & © Hernan Ramirez 2Dec53 
EUS39757 


Library of Congress y ae 


Copyright Office 





RAMIREZ, J SEE 
Ramirez Fernandez, Jesfs, 1925- 


EF0-27960 


Library of Congress @ 





RAMIREZ, J. M. SALAZAR, SEE 
Salazar Ramirez, J. M. 


EU214457 





Ramirez, Jaunchin 
La reina; words by J. Ramirez. 
Melody. 
© 5-15-l.6; Caribbean music, inc., 
New York; EU 2128). 





Ramirez, John Emilio. 


ST. LOUIS UNIVERSITY. INSTITUTE OF 
GEOPHYSICAL TECHNOLOGY. 
A research program on short period 
microseisms [by J. B. Macelwane, 
F. Robertson, J. E. Ramirez and 
others. On contract with the U.S.A. 
Office of Naval Research. St. 
Louis] St. Louis Univ., Institute 
of Technology. 10 p. illus. 
© St. Louis Univ.; 1Sep48; A27102. 


(Cont. on next 
& ecard) cg/rk 


Library of Congress 
Copyright Office 





ST. LOUIS UNIVERSITY. INSTITUTE OF 
GEOPHYSICAL TECHNOLOGY. 
A research program on short period 
microseisms... (Card 2) 


I.Macelwane, James Bernard. 

II. Robertson, Florence. 

III. Ramirez, John Emilio. 

IV. U. S. Office of Naval Research. 
V. St. Louis University. 


Library of Congress e ce/ rk 


Copyright Oiice A27102 





Ramirez, José G lyricist. 
fee Egcarpenter, José, El que no 
trabaja no come, 





Ramirez, Juanchin. 

ANABACOA; w &m Juanchin Ramirez 
© Peer International Corp. 12Dec50 
EU226927 


FEB 20 1951 


Library of Congress & 
Copyright Office 





M1680 RAMIREZ, JUANCHIN. 

2 Anabacoa; letra y miisica de J. Ramirez. 

R © Peer International Corp., New York; 
6Feb51; EP52875. 


Il. Tile, 


APR 41 195) 


Library of Congress 
Copyright Office 





Ramirez, Juanchin,. 


Decepcion, Deception; English w 
Joe Davis, Spanish w & m Juanchin 
Ramirez. © Caribbean music, inc., 
New York; 18Junl:7; =£U80725. 





M1630.2 
ark RAMIREZ, JUANCHIN. 

La reina. (The queen) ... English 
words by Joe Davis, Spanish words 
and music by Juanchin Ramirez. 
Caribbean Music, inc., New York; — 
cn English words; 30Decl6; EP10681. 


I, Davis, Joe, lyricist. II. -Title. 
III, Title: The queen. 


oe Music Cate 





Ramirez, Manuel. 


AFRAID; m & © Manuel Ramirez 11Feb52 
EU264164 


Library of Congress 
Copyright Office 





Ramirez, Marcie 


AUTUMN LEAVES © w & m Marcie\|Ramirez 
6augh? EU87739 





Ramirez, Marcie 
MY SPANISH SENORITA m Ronald Buck, 
© w Marcie|Ramirez 60cth7 EU06721 


Lirrary of Congress & 
Cepyright Office 





Ramirez, Martin Paredes 
ESCUADRON 201 ©m Martin Paredes 


\Ramirez 9Jun7 EU8)256 





Ramirez, Mary. 


UNA CARTA; w, m & © Mary Ramirez 
21Feb50 EU1972 44 


Library of Congress 
Copyright Office 





Ramirez, Mary Jane. 


AUTUMN LEAVES; w Mary Jane Ramirez m 
Pietro Vargas © Mary Jane Ramirez & 
Pietro Vargas 5Jun50 EU206011 


Library of Congress 
Copyright Office 





Ramirez, Mary Jane. 


By candle-light; words & music by 
Mary J. Ramirez. 


Melody unaccompanied. 


First line: The bugle blows, a 


soldier, goes. me 
©l1c 2-3-6; Mary Jane Kamirez, 
East Boston, Mass.; E unpub. 522. 


& MSH l-26-l6 





Ramirez, Mary Jane. 
Illusion; music by Mary. J. Ramirez. 
Melody unaccompanied. 


©l1c 2-3-6; Mary Jane Ramirez, 
East Boston, Mass.; E unpub. 5221. 


@ MSH l-26-l6 





Ramirez, Mary Jane. 


Moonlight tango; music & words 
[by] Mary J. Ramirez. 


Melody unaccompanied. 

First line: I chanced one night 
to stroll. 

©1 c 2-3-l6; Mary Jane Ramirez, 
East Boston, Mass.; E unpub. 5225. 


& MSH -26-l6 





Ramirez, Mary Jane. 


Nocturne poetique; music by Mary 
Jane Ramirez. 


Melody unaccompanied. 
©1 c 2-4-6; Mary Jane Ramirez, 
East Boston, “iass.; E unpub. 5220 


* MSH l-26-l6 





Ramirez, Mary Jane. 


_ Valse d'artiste; music by Mary 
vane Ramirez. 


Melody unaccompanied. 
| ©lce 2-3-6; Mary Jane Ramirez, 
East Boston, Mass.; E unpub. 5222. 


& MSH -26-l6 





Ramirez, Mary Jane. 


Violin=-ata; music by Mary J. 
Ramirez. 


Melody unaccompanied. 
©l1c 2-3-l6; Mary Jane Ramirez, 
East Boston, Mass.; E unpub. 5219. 


@ MSH -26-6 





Ramirez, Mary Jane. 


Waltz favorita; words & music by 
Mary J. Kamirez. 


Melody unaccompanied. 

First line: In our favorite rende2 
VOUS. 

©le 2-3-6; Mary Jane “Namirez, 
East Boston, “ass.; E unpub. 5224. 


@ MSH 4-26-h6 





Remirez, Nora J 

Remember the past; words by N. J. 
Ramirez. 

For voice and piano. 

© 3-22-l6; N. J. Ramirez, Laredo, 
Tex.; EU 12858. 





Ramirez, Pedro. 


AUN TE QUIERO; w, m & © Pedro Ramirez 
27Mar53 EU309496 


Library of Congress 
Copyright Office 





Ramirez, Pedro. 

TRES CORAZONES; w Pedro Ramirez m 
Roberto Velez © Pedro Ramirez & 
Roberto Velez 9Mar53 EU306696 


Library of Congress 
Copyright Office 





Ramirez, Pedro Luis. 

Will you remember? Si un dia’ te 
fucras; w&m P,. Ls Ramirez, © 
Pedro Luis Ramirez, New York; 


1lJunk? ; EU79559« 





Ramirez, Perfecta M. 


IN PANCHO'S RANCHO © w & m Perfecta 
M. Ramirez SJan49 EU152821 


Library of Congresa & 
Copyright Office 





Ramirez, Rafael 


Alguien te quiere; w & m Rafael Ramirez, 
© Caribbean music, inc., New York; 
9Apré7; EU 71319, 


Library of Congress & ON a R. 


Copyright Office 





Ramirez, Rafael, 

Dicen que dices, 

© 9-25-6; Caribbean music, ine., 
New York; EU38072. 





Ramirez, Rafael. 

Dime; words by R. Ramirez. 

© 9-25-63; Caribbean music, inc., 
New York; EU38089. 





Ramirez, Rafael. 


Ella; w & m Rafael Ramirez. © Caribbean 


} 


Ca 
music, ince, New York; 2/7Mari73 


=U68670. 





Ramirez, Rafael. 

Ella pu do. 

© 9-25-16; Caribbean music, inc., 
New York; EU438071. 


i) 
A . Yr 
oe @ 





M1630 

2 RAMIREZ, RAFAEL. 

oR Esta noche, (Toiight) ee. 
English words by Joe Davis, 
Spanish words and music by 
Rafael Ramirez. © Caribbean 
Music, inc.e, New York; 


23Junh7; EP15145. 


I. Davis, Joe, 1896- lyricist. 
Ii, Title. III. Title: To-night, 


S desk R @ Music Cat. 





Ramirez, Rafael. 
Flor de espafia; words by R. Ramirez. 
© 9-25-16; Caribbean music, inc., 
New York; EU38092. 





Ramirez, Rafael. 


INCANSABLEMENTE w & m Rafael Ramirez 
(@ Caribbean Music, inc. 26Aug47 
EU90442 





Ramirez, Rafael. 


LLORARAS; w & m Rafael Ramirez © Fal- 
con Record Co. 16Apr51 EU235447 


no R “Copyright Office, @ 





Ramirez, Rafael. 
Mi palabra; words by R. Ramirez. 
© 9-25-63 Caribbean music, inc., 
New York; EU38088. 





Ramirez, Rafael. 


Mi soledad; w & m Rafael Ramirez. © 
Caribbean music, inc., New York; 
10Mar4é7; EU65997. 





111.668... 


oR 


Ramirez, Rafael. ‘ 

No hay razén eee [words] by Re 
Ramirez, New York, Leeds music corpor- 
RtLOne, 9: Ds 

© 2augl6 ; pup Laas: EP7659. Preve 
reBe 23 Apr ; EU10788. 

For voice and piano, with chord 
symbols. 


Ie Title. 


1 oa | j <T 
Library of Congress Official only 
Copyright Office 





Ramirez, Rafael. 

No.-pasa un momento; words by R. 
Ramirez. 

© 9-25-16; Caribbean music, inc., 
New York; E£U38090. 





Ramirez, Rafael. 
Esta noche; w & m Rafael Ramirez. © 
Caribbean music, inc., New York; 
11Mar47; EU66321. 





Ramirez, Rafael. 


La noche que se fue; w & m Rafael 
Ramirez. © Caribbean music, 
inc., New York; 10Mar47; EU65998. 


2 R 





Ramirez, Rafael. 
Nuestro amor; words by R. Ramirez, 
© 10-27-16; Caribbean music, inc., 
New York; EU51358. 





111630 
2 
Aly! 


RAMIREZ, RAFAELe 
Nuestro amor. (Our wonderful 


cy 
il. 





love) eee English words by 
Joe Davis, Spanish words and 
music by Rafael Ramirez. 
Caribbean Music, inc., New 
York; 17Marl7; EP12645. 


Davis, Joe, 1896- lyricist. 
. Our wonderful lovee 


Ihisic Cat. 


‘ 


M1630.2 
oR 





Ramirez, Rafael. 

Otra vez. (Once again) ... English 
words by Joe Davis, Spanish words by Re 
i New York, Caribbean music, 


"© 2Boctls; 2c 270cth6; publisher; 
EP9116- 

For voice and piano, with chord 
symbols. 


‘ 


Te Davis, Joe, 1896+ ‘ITI. Titles 


III. Title: © againe 
¢& Music cat. 


M1680 ; 

32 RAMIREZ, RAFAEL. 

alt ¢Por qué’ insistes? Bolero, letra 
y musica de Rafael Ramirez. — 
© Peer International Corp., 
New York; 27Febli7; EP12762. 


ip StL: 2% 


Library of Congress oS Music Cat. 
opyright Office 





Ramirez, Rafael. 

Que te hice yo. 

© 9-25-63; Caribbean music, inc., 
New York; EU438070. 





Ramirez, Rafael. 


Quimera; w & m Rafael Ramireze 
© Caribbean music, ince, New 
York; 18Junl:73; “V80713. 





Ramirez, Rafael. 


Sed; w & m Rafael Ramirez. © Caribbean 
music, inc., New York; 18Junl7; 
Ev80691. 


Library of Congress 
Copyright Office 





Remirez, Rafacl. 
6 ieenrat tus words by Re Ramired. 
© 10827163 parenboun music, ince, 
New York; at 


51360. 





Ramirez, Rafael 
Tamaulipas; wé&m Rafael} Ramirez. 
© Caribbean music, ince, New 

York; VBIunke?§ @U80715.« 





Ramirez, Rafael. 


Te seguire queriendo; w & m Rafael Ramirez. 
© Caribbean music, inc., New York; 
26Apr47; EU 12639, 


Vlo R 
& 


Library of Congress 
Copyright Office 





Ramirez, Rafael. 


Toda la vidas; w &m Rafael Ramirez. 
© Caribbean inusic inc., New York; 


27Marl.7 ; EU68669. 





Ramirez, Rafael. 


Ven a mi (Come to me); English w Joe 
Navis, Spanish w *& m Rafael] Ramirez. 
© Caribbean music, inc., New York; 
183unh.7; FU8B069L., - 


Library of Congress & 
Copyright Office 





TVicn9o7Tc 





Ramirez, Rafael. 

Ven a mi; words by R. Ramirez. 

© 10-27-l,6; Caribbean music, inc., 
New York; EU51459. 





Ramirez, Rafael. 


YA LLEGO EL QUE ANDABA AUSENTE; 
w & m Rafael Ramirez © Falcon 
Record Co. 19Dec49 EU189597 


Library of Congress 
Copyright Office 





M1680 © 

oc RAMIREZ, RAFAEL, 2 

eR Yo quisiera 9,4, letra y musica de 
Rafael Ramirez, © Peer Inter-r 
national Corp,, New York; 
290cth6é; EP14616, 


te Title, 


Music Cat, 





M1780 RAMIREZ, RAFAEL, 1919- 

2 [Camino de Santo Domingo] 

.R Sous le soleil de San Domingo. Camino de 
Santo Domingo. Paroles francaises de 
Jacques Larue, pseud., musique de 
Rafaél Ramirez et Ricardo Erro. 3 p. 


[French and Spanish words] NM: French 
words. © Editions Salabert, Paris; 
29Dec54; EF0O-34435. 


I. Erro, Ricardo, 1917- Il. Title. 
Ill. Title: Camino de Santo Domingo. ([IV. 
: - Ageron, Marcel 
Lib fC s ’ 
iDrary 0 ongress Eugene, 1906- ] 





Ramirez, Rafael 


"No Hay Razon" 

w & m Rafael Ramirez 
© Leeds Music Corp. 
EU 18788 

© 1 ce April 23, 1946 


Temporary card: 
6/15/1984 


@ 





RAMIREZ, RAM, SEE 
Ramirez, Roger, 1913- 


EP71566 


Library of Congress eS 


Copyright Office 





Ramirez, Ramon Frias. 


DEAR OLD SANTA BARBARA; w &*m Ramon’ 
Frias Ramirez arr Secundino Gonzales 
© Ramon Frias Ramirez 30Aug54 
EU369119 


Library of Congress = 
Copyright Office 





M1508 
RAMIREZ, ROGER. 
(Boy, what a girl) I just refuse to 
sing the blues; [music] by Roger 
"Ram" Ramirez and {words by] 
Walter Bishop. Featured ... in the 
Herald picture "Boy, what a girl". 


© Walter Bishop, New York; 
17Marl.7; EP6666. 


I, Bishop, Walter, lyricist. II. 
PEGG, “LETS Title: I just refuse 
to sing the blues. xM1508.9 


& Music Cate 





Ramirez, Roger. 

I just refuse to sing the blues; 
words by Walter Bishop. 

Melody and chord symbols. 

© h-22-)6; w. Bishop, New York; 
EU 18316, 





Ramirez, Roger, 1913- 


M1630 BISHOP, WALTER, 1905- 

2 It's better to wait for love; by Roger "Ram" 

.B Ramirez and Walter Bishop. [For voice 
and piano] © Edwin H. Morris & Co., inc., 
New York; 28Apr53; EP71566. 


I, Ramirez, Roger, 1913- II. Title. 


Library of Congress 
Copyright Office 





Roger, joint composer. 
Walter. Mad about you. 





RAMIREZ » SALAZARe See 
Salazar Ramirez. 


Library of Congress 


Copyright Odice & 





Ramirez, Salvador Fernandez 


see 


Fernandez Ramirez, Salvador 





M1356 
ee 


RAMIREZ, SANTOS.° 

Que celosaj «ee Letra y mfisica 
de Santos Ramirez (Nifio), 
arreglo de H. Bello. Habana. 
© Peer International Corp., 
New York; 15Mayli7; BP3338. 
Piano-conductor score (orches- 
tra, with words) and parts. 


I. Bello, H., arr. II. Title. 


Music Cate 





Ramirez, Shirley Carnen 

The land of music; words by Se 
C. Ramirez. 

For voice and piano. 

© 5-l-.6; Angel Ramirez, New York; 
EU 21511. 





Ramirez, Shirley Carmen 


Land of music; words endmeledy by 


Shirley,Remirez, pisne arrangement by 
Cecile B. Stanislaw. 


anol 
For sete voice, with piano secompeni- 


ment? 
e singing 
end—biuebirds—ere winging. 
© bc 3-11-l6; Gecile Brooks Stenis- 
law, New York; E unpub 10998. 


@ igb 7-8-6 





RAMIREZ AND FERAUD CHILI COMPANY. © 
Las Palmas beans a la Spanish with 
Las Palmas chili sauce. Net 
weight 15 1/2 oz. Label. Appl. 
author: Archie Vasquez. 
© 2hApr523 KK98736.- 





RAMIREZ AND FERAUD CHILI COMPANYs © 
Las Palmas brand enchilada sauce. 
Net wte 10 ozs. Labels Appl. 
author: Mori Ovseye © llMar5l3 


KK98733- 





RAMIREZ AND FERAUD CHILI COMPANY. © 
Las Palmas chili beans with Las 
Palmas chili sauces. Net weight 
15 1/2 oz Label. Appl. author: 
Mori Ovseye © 17Jun5)3 KK98732. 





RAMIREZ AND FERAUD CHILI COMPANY. © 
Las Palmas limas a la Spanish with 
Las Palmas chili sauce. Net 
weight lL ibe 10 oe Label. 
Appl, author: Archie Vasquez. 


© 3Now373 KK98737.« 





RAMIREZ AND FERAUD CHILI COMPANYs © 
Lag Palmas roasted and peeled green 
chiles, Net wt. Ty OoZ« Label. 
Appl. author: Archie Vasquez. 


© 12Ju1)93 KK98755~ 





RAMIREZ AND FERAUD CHILI COMPANY. © 
Las Palmas Spanish green chili sauce 
salsa. Net weight 10 oz. Label. 
Appl, author: Archie Vasqueze 
© 123u1373 kK98738. 





RAMIREZ AND FPERAUD CHILI COMPANYs © 
Las Palmas Spanish red chili sauce. 
Net wt. 10 ozs, Label, ADIs 
author: Archie Vasqueze © SApri8; 

KK987 Ji, 





Ranires and Rar1tirez, 

Adobe, [Desi,jsned and prepared by 
Ramirez and Ranirez o.-. Los Angeles, 
Huss and Huss, c1°1,6] 

panphlet (ho pe) fllius. 21 x 26er; 

1910- 

Appl. author: Georjje Willian Ramirez, 

© 7-2-6; 2 c 7-126; George Willier 
Ramirez, Alhambra, Calif.; AA 20668. 


vf 9=10=1,6 





Ramirez Angel, Alfredo, 1910- 


M1780 GARCIA COTE, MANUEL, 1909- 

2 Lejana Lisboa; fado-fox, letra de A. 

.G Ramirez Angel, misica de M. Garcia 
Cote. © Union Musical Espafiola, 
Madrid; 100ct53; EF0O-24176. 


I, Title, [II. Ramirez Angel, Alfredo, 
1910-- 


Library of Congress oS 





Ramfirez-Araujo, Aléejando, joint ed. 


BAROJA Y NESSI, Pfo, 

Zalacain, el aventurero, Edited by 
Sherman H. Eoff and Alejandro | 
Ramfrez-Araujo. (Graded Spanish 
readers, book 4, under the editor- 
ship of James C. Babcock) Houghton 
Mifflin. 119 p. © Sherman H, 

_ Eoff & Alejandro Ramirez; 7Apr54; 
A134551. 


I. Eoff, Sherman H., ed. 
LL. vo see Alejandro, joint ed. 


III, Babcock, James 


Library of Congress Chester ee" 
° r 


Copyright Office 





Ramirez Brau, Enrique. 

Cofresi (historia y genealogia de un pirata) 1791-1825, por 
E. Ramirez Brau. San Juan, P. R., Impreso en “Casa Baldrich 
inc.,” 1945. 


4p. 1., 126, (2; p. plates, ports., facsims. 244™. 


© 11-7-45; 2c 1-7-6; Enrique Ramfrez 
Brau, San Juan, P. Re; AA 650. 


1. Cofresi y Ramirez de Arellano, Roberto, 1791-1825. 
46-4384 


Library of Congress & F1973.C68R3 
12) 923.417295 





RAMIREZ BRAU, ENRIQUE. 
Esplin, versos del creptisculo. San Juan, 
P. R., Baldrich. 100p. illus. 
© Enrique Ramirez Brau; 15Feb50; 
AA144603., 


Library of Congress 
Copyright Office € 





Ramirez De Arellano, Clemente. 


SONANDO; w Clemente Ramirez De 
Arellano m Fernando Ferrer Callejo 
© Rafael Correa Callejo 10Ju152 


EU283342 


Callejo 
Ramirez De Arellano 


Library of Congress 
Copyright Office 





RAMIREZ DE ARELLANO, RAFAEL WIL- 
LIAM 


La capital a traves de los siglos. [San 
Juan, P,R.J] 1950. iv. illus. © Rafael 
W. Ramirez de Arellano; 1Dec50; A51497. 


Unit C 
FEB 27 1991 


mrm/r 
Library of Congress oo 


Copyright Office 





M1356 RAMIREZ FERNANDEZ, JESUS, 1925- 

R Un jour sur ma route; bolero, paroles de L, 
Liniez [pseud.] musique de J, Ramirez. 
(With his: Mon plus doux souvenir de 
bonheur) [Piano-conductor score 
(orchestra) and parts] © Louis Desmons; 
25May54; EF0-27960, 


I. Title. [IJ. Lesire, Maurice, 1926- 


art. 
Library of Congress s 





M1356 RAMIREZ FERNANDEZ, JESUS, 1925- 

oR Mon plus doux souvenir de bonheur; bolero 
paroles de L, Liniez [pseud.] musique de 
J. Ramirez, [Piano-conductor score 
(orchestra) and parts] © Louis Desmons, 
Paris; 25May54; EF0-27960, 


I, Title. f[IIl. Lesire, Maurice, 1926- 


Library of Congress & 





Ramirez Ortiz, Antulio. 


CANTO A MI BARRIO © w & m Antulio 
Ramirez Ortiz 27Jun49 £U171732 


Libtary of Congress 
Copyright Office 





Ramirez Ortiz, Antulio. 


LATINO AMERICA © w & m Antulio 
Ramirez Ortiz 27Jun49 EU171753 


Library of Congrese @& 


Copyright Office 





Ramirez Ortiz, Antulio. 


LAS MURALLAS DE SAN JUAN Ow & m 
Antulio Ramirez Ortiz 14Jun49 
EU171734 


Liktrary of Conerces & 


Copyright Office 





Ramirez Ortiz, Antulio. 


VILLA PALMERAS © w & m Antulio 
Ramirez Ortiz l4Jun49 EU171735 





' M1356 RAMIREZ TEJADA, NICASIO, 1905- 

R Les caimans, El caiman. Porro popular 
colombiano, musique de Tejada [pseud., 
paroles frangaises de Doddy, pseud., 
paroles espagnoles de Jofre de Villegas| 
© J. Garzon; 31Mar49; EF13187. Parts: 


orchestra; with words. 


I, Combes, Adolphe, 1899- _lyricist. 
Il. Villegas, Jofre de, 1903- _lyricist. 
Ill. Title. IV. Title: El caiman. 


© a 





RAMIREZ TEJADA, NICASIO, SEE 
Tejada Ramfrez de la Piscina, Nicasio. 


EF0-12577 


Library of Congress ae 
Copyright Office 





RAMIREZ URTASUN, JOSE LUIS, 1930- 
Danza argentina; para piano [by] José 
Luis Ramirez Urtasun. $4.- ©Ricordi 
Americana s.a.e.c., Buenos Aires; 
22May54; EF0-30413. 


dy. Tithe. 


Library of Congress ee 





Mi998 RAMIREZ VALIENTE, EMILIO, 1878- 

R Cuadros murcianos; sobre cantos 
populares para coro de nifios piano [by] 
Emilio Ramirez. 3. ed. [Score: chorus 
(2 treble voices) and piano] 20 ptas, 
© on arrangement; Union Musical Espa- 


fiola,.Madrid; 6Dec44; EF18815, 
Title, 


xM1780 


Library of Congress eS xM1572 
Copyright Office 





M2114 RAMIREZ VALIENTE, EMILIO, 1878- 
.975R Plegaria a la Virgen; para tiple o tenor, 
poesia de S. y. J. Alvarez Quintero, 
mitisica de Emilio Ramirez. 3 ptas. 
© Unién Musical Espafiola, Madrid; 
12Apr42; EF18817. 


I, Title. [II. Alvarez Quintero,Serafin, 
d.1945, I. Alvarez Quintero, J oaquin, 
d.1938] 


Library of Congress & 


Copyright Office 
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Rage 
111356 Ramiro. 
of CODEVILLA, PIERINO. 

Tango habancra. Ramiro ... vom 

komponisten P. Codevilla. 

Mailand, Alfa Leonardi Musikvcrlag. 
© Zdizioni Leonardi, Milan; . 
10Jan1; EF4806. Piano-conductor 
score (orchestra) and parts. 


eee 


Pities = LL] TPele? Ramiro. 


& Music Cat. 





Ramito de Azahar 
M1508 LAVISTA, RAUL. 
(Cuando Lloran los Valientes) 

Ramito de Azahar ..i [from "Cuando 
Lloran los Valientes"]}] letra de 
Ernesto If. CortAzar, misic& de 
Raul Lavista. © Promotora His- 
pano Americena de Iisica, s.a., 
liexico; 22Julh7: EF5819. 


I. CortAzar, Ernesto Ii., lyricist. 
Ti. Titles IHS Titles Cuando Lloran 
los Valientes. 


* .111508.9 
Library of Congress Music Cat. 


Copyright Office 





Ramito de mejorana, 


QUIROGA, MANUEL LOPEZ, 1899- 

Ramito de mejorana; marcha, letra de 
Quintero y Leén, miasica de Quiroga. 
Madrid, Ediciones Quiroga. 6 ptas. 
© Manuel Lopez Quiroga, Antonio Quin- . 
tero Ramirez & Rafael de Leén Arias de 
Saavedra; 1Jun54; EF0-29288, 


I, Title. [II. Quintero Ramirez, Antonio, 


1894- III, Leén Arias de Saavedra, 
Rafael de, 1909- ] 


Library of Congress & 





RAMLER, A. J., pseud. SEE 
Lorenz, E. S. 


4 
1 Q \9o% 





RAMLEYAH; for piano by Roy Spaulding 
Stoughton. © 20Dec27; E683095. 
Mildred Stoughton (W); 20Dec54; 
R141095, 


Library of Congress € 


Copyright Office 





RAMM, BERNARD. 
The Christian view of science and 
Seripture. 368 p. © Wm. 
B. Eerdmans Pub. Co.; 1Dec54; 
A163380. 


I. Eerdmans (Wm. B.) Publishing 
Company. 


Library of Congress 
Copyright Office 





RAMM, BERNARD. 
An slementary guide-manual for the 
writing of term papers. 12 ps 
© Van Kampen Press, Wheaton, Ill.; 
10Peb50;3 AA1;171. 





RAMM, BERNARD. 

Problems in Christian apologetics. 92 p. 
(The Mid-year lectures of Western 
Baptist Theological Seminary, 1948) 
© Western Baptist Theological Seminary, 
Portland, Or.;/21May49; A33855. 


I. Portland, Or. Western Baptist Theolgoi- 
cal Seminary. 


Library of Congress 


Copyright Office 
Ox» 





RAMM, BERNARD. 

Protestant Biblical interpretation; a text- 
book of hermeneutics for conservative 
Protestants. 197p. © W. A. Wilde 
Co., Boston; 28Sep50; A48252. 


I, Wilde (W. A.) Co, 


NOV =6 1950 


Library of Congress dr/ F 
Copyright Office 





RAMM, BERNARD. 

Protestant Christian evidences; a 
textbook of the evidences of the 
truthfulness of the Christian 
faith for conservative Protes- 
tants. Moody Press. 252 p. 
© The Moody Bible Institute of 
Chicago; 4Nov53; A115574. 


I. Moody Bible Institute of Chicago. 


Library of Congress e bj/~ 


Copyright Office 





RAMM, BERNARD. 

Types of apologetic systems, an introductory 
study to the Christian philosophy of 
religion. Wheaton, Ill. [1953] 239 p. 
© Van Kampen Press; 30Jan53; A79507. 


I. Van Kampen Press, 


Revised. 


Library of Congress jl 
Copyright Office 





RAMM, GLADYS T. ; 
Return, a one act missionary play. (@ Gladys T. 
Ramm, Plainville, Conne; le 15Apr47; D unp. 
8768. 





RAMMES, FRITZ. 
Popé Pius XII speaking to two women. 
Col. reproduction of Kodachrome. 
10 x 13 ine © Apollo Verlag, 
Munich, Germany; 15Apr503; HF1668. 





RAMME, WILLI. 

Zur Systomatik Faunistik und Biologie 
der Orthopteren von Stidost+Buropa 
und Yorderasien, 1 v., illus, 
(Mitteilungen aus dem Zoologischen 
Museum in Berlin, 27. Bde, Jahrg. 
1950) © Akademie-Verlag G.m.b.He, 
Berlin; 28Jul513 AP0-566. 





The rammed-earth house. 


Merrill, Anthony French, 1912- 

The rammed-earth house, by Anthony F. Merrill, with an 
introduction by the Hon. Clinton P. Anderson ... New York 
and London, Harper & brothers ,1947, 

xviii p.,11.,230p.,11. plates, plans, diagrs. 213™. 


“First edition.” 
Bibliography : p. 227-230. 


1. Pisé. 2. Building. IT, Title. 
TH1421.M45 693 47-565 
© 8Jan47; publisher, New York; A9764. 


Library of Congress (10; 





"Rammed up and poured". 


WALKINS, BILL. 

"Rammed up and poured"; a collection of 
selected poems and ballads, written in 
a foundry by a foundryman for the edifi- 
cation of all foundrymen everywhere, 
Illustrated by Doug Goodrich, Portland, 
Or., Published privately by Electric 
Steel Foundry Co., 1952.. 71 p. illus. 
© Electric Steel Foundry Co.; 2Jan52; 
A63072, - MAR’ 1 9.1952 


. Goodrich, Doug, illus. II, Electric Steel 


; Foundry Company, ? esi 
Library of Congress land, Or; . 


Copyright Office 
mf/kw 





AA 1826) 


Ramming, Clarence A » claimant, 

My family tree record. {Oklahoma 
City, Printed by Wesbanco supply co.] 
e196. 


Sheets bradded in binder. 29 x 37cm. 


Forms, 

With alphabetical guide tabs, 

© 9-16-l,6; 2 c¢ 9-20-46; Oklahoma 
City; AA 1826), 


afp 10-15-6 





Der Rammpfahl. 


SCHENCK, WOLFRAM. 
Der Rammpfahl; neue Erkenntnisse aus 
Theorie und Praxis. 98p. illus. 
© Verlag von Wilhelm Ernst & Sohn, 
Berlin; 27Mar51; AF0-4637. 


I, Ernst (Wilhelm) und Sohn, Verlag von. 


egm/r 


Library of Conj e 
ry ongress i + 1084 


Copyright Office 





Ramo, Albert 
Y LL GET EY E VEN WITH xenas © w Roy V. 


EU114016 


lbert Ramo an48 





Ramo, Albert 

PLEASE DON T EVER LET ME GO © w Roy 
V. Pink m Albert Ramo 26Jan48 
EU114165 





RAO, ARTHUR G 
Kalx-UreTax. Exact effective rate 
tables for 1950 calendar year re« 
turns. i Ve © 22Dec50$5 £A169832. 


g 19 


gps 3 





10, ARTHUR. 

=n “UreTaxs exact effective rate 
tables for 1952 calendar year 
returns, 1v. © oon revisions; 
Arthur Ramos 19Sep523 AA225835. 





ARTHUR. 
oa -UreTax exact rate tables 
for 195) income tax returns, 
© Arthur Ramo3 Blov5l,; A161706. 





Ramo, Paul Vincent 

DREAM BEAM © w Robert Joseph Nassif 
m Paul Vincent |Ramo 25Novh7 
EU110913 


Library of Congress © 
Copyright Offce 





RAMO, SIMON. 

Fields and waves in modern radio [by] 
Simon Ramo [and] John R. Whinnery. 
2d ed. Wiley. 576 ps © on addi- 
tions & changes; General Electric 
Co.3 5Aug53; A101528. 


I. Whinnery, John R., joint author. 
II. General Electric Company. 


Library of Congress eS bj/i 





Ramo, Simon. 


AMERICAN MANAGEMENT ASSOCIATION. 
Technical approaches to cost reduction; 

with a paper on implications of research 
and technology to management. [Papers 
by S. Ramo, B. Graham, and others] 
New York [1953] 36p. (Its General 
management series, no. 164) © American 
Management Association, inc.; 18Feb53; 
A83312. 


I, Ramo, Simon. Il. Graham, Beardsley. 


Library of Congress | 
Copyright Office 





RAMO DE LIRIOS ©w & m Julia Vega 
lDeclh.7 EU106211 


Library of Congress eS 


Copyright Gffice 





RAMO DE LOCURA, comedia en 5 actos, 
de Serafin Joaquin Alvarez 
Quintero. lMay21, D5885. 
R35142, 10Juni8, anki Jesus Al- 
varez Quintero (g) 





El remo de violetag, 
x<feethestens, "miles % genoux, EP222), 





Ramo Editoriale Agricoltori s.a. 


CALZECCHI-ONESTI, ANTONIO. 
La cipolla, l’aglio, il porro e le altre 
agliacee coltivate od infestanti; storia, 
botanica, coltivazione, conservazione, 
commercio, cause nemiche; 72 illus. in 
gran parte ricavate da disegni dell’ 


autore. 124 p. (Biblioteca per 1’ inseg- 
namento agrario professionale, 152-154) 
© Ramo Editoriale degli Agricoltori, s. a., 
Roma; 25May48; AF11145, 


I, Ramo Editoriale Agricoltori s. a. 


Library of Congress 
Copyright Office S ekd/r 





Ramo editortale degli agricoltori 


Pergola, Vincenzo. 
... L’allevamento del maiale. Roma, Ramo editoriale degli 
agricoltori 1945, 


92 p. illus. (incl. plan) diagrs. 203™. (On cover: Biblioteca per 
l’insegnamento agrario professionale. 136) 


1. Swine. 1. Title. 
SF396.1I 8P4 47-23147 


© 5¥Feb45; 1c 9Nov45; Ramo editoriale degli agricoltori, 
Rome; AF3038. 


Library of Congress & dy 





Ramo editorale degli agricoltori. 


Pratolongo, Ugo, 1887— 

... Anticrittogamici ed insetticidi, con un indice delle cagioni 
nemiche e dei loro rimedi, erdinato secondo le colture attaccate. 
2. ed., riveduta ed ampliata. Roma, Ramo editorale degli 
agricoltori 1945, 

231, (1; p. diagrs. 25™. (Trattati di agricoltura, v. 2) 


“Bibliografia” : p. (205;-210. 


1. Fungicides. 2. Insecticides. 
SB951.P7 1945 47-17136 
© 30Apr45; publisher; AF2182. 


Library of Congress 





Ramo editoriale degli agricoltori. 


Gennari, Giulio. 
... L’aratro. Roma, Ramo editoriale degli agricoltori ,1944, 


98 p., 11. illus., diagrs. 2037. (On cover: Biblioteca per l’insegna- 
mento agrario professionale. ,133)) 


1. Plows. 2. Plowing. 
S683.G4 631.312 47-19366 
© 1May44; 1c 9Nov45; publisher; AF2185. 


Library of Congress 12) 





Ramo editoriale degli agricoltori. 


CALZEGCHI+ONESTI, ANTONIO. 
L'asparago; storia, coltura, con- 
fezione, cause nemiche, 10k p, 
illus, {Biblioteca per 
ltinsegnamento agrario profess- 
fonale, 149-151) © Ramo editor- 
ijale degli agricoltori, Rome; 


300e th7; AF7305. 


I. Ramo editoriale degli 
agricoltori. 


Library of Congress ee ml fngb 


Copyright Office 





Ramo editoriale degli agricocltori 


Fenaroli, Luigi, 1899- 


... I] castagno, 129 illustrazioni e 4 tavole originali a colori. 
Roma, Ramo editoriale degli agricoltori ,1945, 


222 p., 11. illus., col. plates, map, diagrs. 25™. (Trattati di agri- 
coltura, vol. I) 
“Appendice bibliografica”: p. 189-217. 


© 15Febli5; le 9Novl5; publisher; AF3037. 


1. Chestnut. 


Library of Congress & SD397.C5F'4 
(2) 





Ramo editoriale degli agricoltort. 


Brigante Colonna, Gustavo, 1878— 
... Favole; illustrazioni di Sto ,pseud.; ... (Roma; REDA 


(1945, 
3 p. 1, 5-56 p., 11. col. illus. 17*. (On cover: Collana rosa. 5;) 


At head of title: Brigante Colonna. 


1. Tofano, Sergio, 1886- illus. 1. Title. 


PZ44,3.B69 47-18794 
© 1Jul45; Ramo editoriale degli agricoltori, Rome; AF2196. 


Library of Congress e (2) 





Ramo éditoriale degli agricoltori. 


Brigante Colonna, Gustavo, 1878— 

... Filastrocche; illustrazioni di Sto ,pseud.,; (Roma; REDA 
(1945, 

3 p. 1, 5-54 p., 21. col. illus. 17". (On cover: Collana rosa. ,1)) 


At head of title: Brigante Colonna. 


1. Tofano, Sergio, 1886— illus. 1. Title. 
PZ44.3.B7 47-18793 
© 1Jul45; Ramo editoriale degli agricoltori, Rome; AF2194., 


Library of Congress @ 12) 





Ramo editoriale degli agrtecoltori. 


Marinucci, Mario. 
... Innesto delle piante da frutto e della vite. Roma, Ramo 
editoriale degli agricoltori ,1945, 


60 p. illus. 204™. (On cover: Biblioteca per l'insegnamento agrario 
professionale. ,(134)) 


“28 edizione.” 


© 1Mayh5; le 9Novk5; publisher; AF2186. 


1. Grafting. 2. Fruit-culture. 
SB125.M25 47-17185 


Library of Congress 





Ramo editoriale degli agricoltori. 


Campus, Antonio, 1884— 
... Malattie degli ovini. 
degli agricoltori ,1945, 


75, 4) p. illus., col. pl. 203™. 
mento agrario professionale. ,(138)) 


At head of title: 7 A. Campus, G. Pisu. 


(2. ed.) Roma, Ramo editoriale 


(On cover: Biblioteca per l’insegna- 


1. Sheep—Diseases. 1, Pisu, G., joint author. 


SF968.C3 
© 2Jul45; publisher; AF 2211. 


Library of Congress ae 13) 


47-18149 





Ramo editoriale degli agricoltori, s. a. 


FERRARIS, TEODORO. 

Malattie delle piante da fata 
40 ed. 7c De illus. 
(Biblioteca per 1'insegnamento 
agrario professionale, 137) 
© Ramo editoriale degli agricoltori, 
Se &@e, Rome; 30Mayh5; AF7290, 


Ie Ramo editoriale degli 
agricoltori, Ss. Ge 


Library of Congrese & ml Amgb 


Copyright Office 





Ramo editoriale degli agricoltori. 


Tassinari, Giuseppe, 1891— 
Manuale dell’agronomo. 2. ed. Roma, Ramo editoriale 
degli agricoltori, 1944 ,7. e. 1945, 


6 p. 1., 2189 p., 11. illus. (incl. plans) col. pl., diagrs. 16™. 


1. Agriculture. 
$493.T3 1945 
© 22Feb45 ; publisher; AF 2177. 


: 13] 


Library of Congress 





Ramo éditortale degli apgricoltori. 


Rovesti, Guido. 


... Piante italiane succedanee del té; prefazione del prof. 
Pietro di Mattei ... Roma, Ramo editoriale degli agricoltori 
(1945, 


80 p. illus. 203. (On cover: Biblioteca per l’insegnamento agrario 
professionale. 135) 


“Elenco bibliografico delle opere citate” : p. 76-78. 


1. Botany, Economic. 2. Botany—Italy. 3. Tea substitutes. 
1. Title. 


SB107.R75 47-17435 
© 3Mar45; publisher; AF2187. 


Library of Congress 





Ramo editoriale degli agricoltori 


(Calzecchi-Onesti, Antonio, 1898- 

Il primo scalino ... Roma, Ramo editoriale degli agricol- 
tori 1945, 

2p. 1, 64 p, 11. col. illus. 29%. (Edizioni per i fanciulli) 


“Testo di Antonio Calzecchi-Onesti. Disegni di Giambattista Conti.” 
“Seconda edizione.” 


1. Primers, Italian. 1. Title. 

PC1115.C25 372.4 47-23713 

© 20May45; 1c 9Nov45; Ramo editoriale degli agricoltori, 
Rome; AF3036. 


Library of Congress @ cy 





Ramo editoriale degli agricoltori. 


Marinucci, Mario. 

... Ricostituzione dell’ olivo e il risanamento dell’ oliveto; i 
danni della guerra. Roma, Ramo editoriale degli agricoltori 
1945 
i J 


3 p. 1, 5-83, (1; p. illus., diagrs. 203™. (On cover: Biblioteca per 
l'insegnamento agrario professionale. ,139;) 


1. Olive. " 1 Title. 
SB367.M36 634.63 47-19368 


© 31Jul45 ; publisher; AF 2212. 
Vv le oc4 $s, 


Library of Congress @ (2) 





Ramo editoriale degli agricoltort. 


Francolini, Francesco, 1874— 
... Il sedano, il finocchio, il cardo. Roma, Ramo editoriale 


degli agricoltori ,1943, 
75, l) p. illus. 203™. (On cover: Biblioteca per l’insegnamento 
agrario professionale. (132) 


1, Celery. 2. Fennel. 3. Cardoon. 


SB335.F7 
© 30Sep43; 1c 9Nov45; ‘lites AF2183. 


Library of Congress @ (2) 





Ramo éditoriale degli agricoltort. 


Brigante Colonna, Gustavo, 1878— 

... Storielle; illustrazioni di Sto ,pseud.; ... (Roma, REDA 
1945, 

3 p. 1, 5-56 p., 11. col. illus. 17™. (On cover: Collana rosa. ,3)) 

At head of title: Brigante Colonna. 


1. Tofano, Sergio, 1886— illus. 1. Title. 
PZ44.3.B73 47-18795 
© 1Jul45; Ramo editoriale degli agricoltori, Rome; AF2195. 


Library of Congress & (2) 





RAMOGER, Yvonne, joint comp, Recueil 
de devoirs dtItalien., APo-~-1268. 
EE Lassalle«Valle, Félicité, comp. 





Ranokpopa, Matome. 


INTOMBI YAMI; m Matome Ramokgopa © 
Gallo (Africa) ltd. 23Sep52 EU289515 


Library of Congress 
Copyright Office 





Ramokgopa, Matome. 


JOHNNY'S GETTING MARRIED; w & m 
Matome Ramokgopa © Gallo (Africa) 
ltd. 23Sep5e2 EU289513 


Library of Congress 
Copyright Office 





Ramokgopa, Matome 


MASEKENI; w & m Matome Ramokgopa © 
Gallo (Africa) ltd. 23Sep52 EU289514 


Libtary of Congress & 


Copyright Office 





Ramola Music. 


M2199 RAMSEY, THOMAS HALIBURTON, 1905- 

R Crying in the wilderness; spiritual [by] 
Rhea Mohler [pseud.] [Hymn, with music] 
© Ramola Music, Dallas; 9Dec53; EP76505, 


I, Title, 


Library of Congress ¢ 


Copyright Office 





Ramola Music. 
M1630 RAMSEY, THOMAS HALIBURTON, 1905- 
I'd like to be a kid again; by Thomas 
Ramsey. [For voice and piano] © Ramola 
Music, Dallas; 28Jan52; EP60491, 


I, Title, 


Library of Congress & 
Copyright Office 





Ramola Music. 


M1978 RAMSEY, THOMAS HALIBURTON, 1905- 

-P4R If the world would pray for peace; [words 
by] Rhea Mohler [pseud., music by] Hal 
Ramsey. [Includes version in close score] 
© Ramola Music, Dallas; 16Mar53; 


EP70027. 


I, Title. 


v 


Library of Congress & xM1584 
Copyright Office 





Ramola Music. 


M1630 RAMSEY, THOMAS HALIBURTON, 1905- 

a2 I'm gonna flag that train; by Hal Ramsey, 

oR piano arr. by Pietro Vargas. [For voice 
and piano] © Ramola Music, Dallas; 
10Dec51; EP59194, 


I. Title. [II. Vargas, Pietro, 1884- 


sOHL 


a 
, 4 

ys 
Library of Congress 


Copyright Office 





Ramola Music, 


M2199 RAMSEY, THOMAS HALIBURTON, 1905- 
oR Linings of silver; [by] Thomas Ramsey. 
; [For voice and piano] © Ramola Musiq, 
Dallas; 1Sep54; EP82959, 


I. Title. 


Library of Congress & 





Ramola Music. 


M2199 RAMSEY, THOMAS HALIBURTON, 1905- 

eR My dream of a city; quartette, male or 
mixed voices, by Thomas Ramsey. 
[Close score] © Ramola Music, Dallas; 
1Apr52; EP61608, 


le Title. 


Library of Congress 
Copyright Office 





Ramola Music, 


M2199 RAMSEY, THOMAS HALIBURTON, 1905- 

.R Treasures untold; by Thomas Ramsey. 
[Clese score] © Ramola Music, Dallas; 
10ct52; EP65819, 


i, Tithe. 


Library of Congress 
Copyright Office 





Ramola Music. 


M1630 RAMSEY, THOMAS HALIBURTON, 1905- 

2 We'll ride the rainbow range; a song of 

x the West, by Hal Ramsey [piano arr. by 
Pietro Vargas] © Ramola Music, 
Thomas Haliburton Ramsey, owner, 
Dallas; 1Aug51; EP56416. 


I, Title. [Il. Vargas, Pietro, 1884- 


sep 4 10854 


Library of Congress 
Copyright Office 





RAMCLA, OF PENSACOLA arr Sam Mitchell 
©w &m Joe Madore 150cth7 EUI8L85 





RAMON, DON, pseud. SEE 
Gottlieb, Raymond, 1894- 


EF0-4286 


Library of Congress & 
Copyright Office 





Ramon, E. 


DON'T SAY ARRIVEDERCI; w E. Ramon 
m Ugo DiDio © Ugo DiDio 11Aug54 
EU367181 


DiDio 
Library of Congress 


Copyright Office 





Ramon, Elizabeth T. 


DEAR HEART; w, m & © Elizabeth T. 
Ramon 14Sep54 EU370777 


Library of Congress & 
Copyright Office 





Ramon, Elizabeth T. 


LU LU; w, m & © Elizabeth T. Ramon 
14sép54 £U370778 


Library of Congress eS 


Copyright Office 





Ramon, Elizabeth T. 


A TEA SONG; w, m & © Elizabeth T. Ramén 
10Mar54 EU350554 


Library of Congress * 


Copyright Office 





Ramon, Elizabeth T. 


TENDERLY REMEMBER ME; w, m & © Eliza- 
beth T, Ramon 280ct54 EU375419 


Library of Congress & 
Copyright Office 





RAMON, ELIZABETH T-B. 

Doorway to freedomj or, The canticle of 
peace. Screenplay with music by Elizabeth 
Lysie {pseud. Text onl © Elizabeth 
T-B R $ 263un53;3 9. 





Ramon, Elizabeth T.-B. 


LITTLE ANNIE*S CHRISTMAS SONG; w Eliza- 
beth T.-B. Ramon m Max Plersch © Eliz- 
abeth T.-B. Ramon & Max Plersch 
24Sep53 EU331982 


Library of Congress & 





Ramon, Elizabeth T. B. 

LOVE ME; w Elizabeth T. B. Ramon 
m Max Plersch © Elizabeth T. B. 
Ramon & Max Plersch 12Aug53 EU327059 


Library of Congress @ 





Ramon, Elizabeth T. B. 


THE SO-AND-SO'S SONG; w Elizabeth 
T., B. Ramon m Max Plersch © 
Elizabeth T. B. Ramon & Max Plersch 
4Sep53 EU330568 


Library of Congress @ 





RAMON, GASTON. 

Le principe des anatoxines et ses applica- 
tions. 229p. (His Travaux d'immuno- 
logie) © Masson et Cie., Paris; 
20Jan50; AF0-1030. 


I. Masson et Cie. 


Library of Congress 
Copyright Office 





RAMON, JOSE MARIA GARCIA-TUNON 
SEE Garcfa-Tufidn Ramén, José Marfa. 


= 





Ramon, Jose Nogue. 


ALBUM OF SONGS; w, m & © Jose Nogue 
Ramon 6Apr50 EU199770 


Library of Congress & 
Copyright Office 





Ramon, Jose Nogue. 


ECHO; w, m & © Jose Nogue Ramon 
16Jan50 EU190358 


FEB 2? 1950 





Ramon, Jose Nogue. 


FOR EVER TILL THE DAY; w, m & © Jose 
Nogue Ramon 16Jan50 EU190359 


Library of Congress 
Copyright Office 





Ramon, Jose Nogue. 
WESTERN SONGS ALBUM; w, m & © Jose 
Nogue Ramon 15Feb50 EU193795 


Library of Congrese eo 
Copyright Office 





RAMON, JOSE NOGUE. | SEE 
NOGUE RAMON, JOSE, 1907- 


EU315650 





RAMON, SID, pseud. SEE 
Glover, Webster P., 1928- 


EU27h216 





RAMON, TEDDY, pseud. See 
Ingoglia, Frank Teddy. 


EU157460 








o 
Ramon Gomis, Jose. 


ANTE LA CUNA; m José Ramon Gomis, w 
Bonifacio Sedeno de Oro. © 1Aug26, 
EF18816. R120702, 13Nov53, Manuel 
Ramon Maestud (C of J. Ramon Gomis) 


Ramon Gomis 
Sedeno de Oro 
Ramon Maestud 


Library of Congress & 


Copyright Office 





M2114 RAMON GOMIS, JOSE, d.1936. 

ms) Ante la cuna; villancico, versos de B. 

«R Sedefio de Oro, mtisica de José R. Gémis. 
3 ptas. © Unién Musical Espafiola, 
Madrid; 1Aug26; EF18816, 


I, Title. [II. Sedefio de Oro, Bonifacio, 
d.1937] 


Library of Congress s 
Copyright Office 





2075 RAMON GOMIS, JOSE, d. 1936, 
He nacido el Nifio Dios; villancico seguidilla 
[by] J. R. G6mis. [For solo voice, 2 part 
chorus and piano or organ] © Unién 
Musical Espafiola, Madrid; 30Dec52; 
EF0-20101. 


I, Title. 


xM2074.2 


Library of Congress wh xM2073.2 
Copyright Office 





RAMON GOMIS, JOSE, d.1936. 

Misa; [by] J. R. Gdmis. [Score (2 treble 
voices or 2 part chorus and organ or 
piano) and parts] © Unién Musical 
Espafiola, Madrid; 22Dec52; EF0-20099, 


I, Title. 


Library of Congress & 
Copyright Office 





M2114 RAMON GOMIS, JOSE, d.1936. 

5975R  Plegaria a la Virgen; a una voz y érgano o 
piano [by] José R. Gomis. Gémis. 
5 ptas. © Union Musical Espafiola, Madrid; 
7Sep34 ; EF18818, 


+. Title, 


Library of Congress * 
Copyright Office 





2075 RAMON GOMIS, JOSE, d. 1936. 
Vamos cantando; villancico [by] J. R. Gémis. 
[For solo voice, 2 part chorus and piano 
or organ] © Unién Musical Espafiola, 
Madrid; 22Dec52; EF0-20100. 


I, Title. 


xM2074,2 


Library of Congress & xM2073,.2 
Copyright Office 





RAMON; w, m & © Janice Hirth Brodt 
31Jul53 EU325482 


Library of Congress es 





Ramon Grau Sen 
Lntcrnetional 
claimanteo 
Ramon Grau San Nartin, estadista, 
filantropo, sabio ... {New York, 
Printed by liail & express printing 
coo} ©1915. 

booklet (128 p.) illuse 25 1/2 cm. 
"Prefacio" by Thos. J. Yiatsone 

Text in Spanish. 

Appl. authors: Clotilde Arias (trans- 
lator; Lyndon Willard Graves (orig. 
author ) 

© 12-15-1:53 ac 7-10-16; New York; 
Aa 20602. vf 8-16-16; 

2 apf G-21-1,6 





M1527 RAMON KILLED from Tangier; m Milton 
»R67T3 Rosen © Universal Music Corp. 
24Apr4t6 EU18755 


Library of Congress & 
Copyright Office 





Ramon Maestud, Manuel. 


ANTE LA CUNA; m José Ramon Gomis, w 
Bonifacio Sedeno de Oro. © l1Aug26, 
EF18816. R120702, 13Nov53, Manuel 
Ramon Mdéestud (C of J. Ramon Gomis) 


Ramon Gomis 
Sedeno de Oro 
Ramon Maestud 


Library of Congress 
Copyright Office 





Ramon Melia. Banco central de la Re- 
publica Dominicana, special v-8835), 


American bank note company, 





Ramon Ortiz, José. 


AQUI MANDO YO w & m José Ramon Ortiz 
© Peer International Corp. 50ct49 
EU182291 


Library of Congress eS 


Copyright Office 





M1680 RAMON ORTIZ, JOSE. 

.2 Concierto matutino; letra y mfsica de 

.R José Ramén Ortiz. © Peer International 
Corp., New York; 2Aug49; EP48022. 


I. Title. 


Library of Congress 
Copyright Office 





RAMON PEREZ LIAS, JOSE 
SEE Perez Lias, José Ramén. 





Ram6n y Cajal, Santiago.. 


CANNON, DOROTHY FLORENCE, 
Explorer of the human brain; the life of 
Santiago Ramon y Cajal (1852-1934) With 
a memoir of Dr. Cajal by Sir Charles 
Sherrington, 303 p. illus, (The Life 
of science library) © Henry Schuman, 
New York; 1Jul49; A34570, 


I, Ramén y Cajal, Santiago, 
II, Schuman (Henry) inc, 


Library of Congress aE revised 
Copyright Office 
mds/r 





RAMON ¥ CAJAL, SANTIAGO. 

La infancia; edited with introd., 
notes, exercises, and vocabulary, 
by Elizabeth McGuire. © 18Jun25, 
AB55658. R102996, 2lNov52, 
Elizabeth McGuire (A) 


I. McGuire, Elizabeth, ed. lc 
Cl. McGuire, Elizabeth 2c 





RAMON Y CAJAL, SANTIAGO. 
Precepts and counsels on scientific investi- 
_ gation, stimulants of the spirit; translated 
hy J. Ma. Sanchez-Perez. Edited and 
annotated by Cyril B. Courville. 180 p. 
illus. [Translation of the 6th ed. of 


Reglas y consejos sobre investigacién 
biolégica] © Pacific Press Pub. Assn., 
Mountain View, Calif.; 26Jul51; A60765. 


I, Sanchez*Perez, J. Ma., tr. II. Courville, 
Cyril B., ed. II. Pacific Press Publishing 


° : ¥ 
ASS at Grin & me 


Copyright Office 
g/r 





RAMONA, Okla@. R253357. SEE 
Sanborn Map Co. 





RAMONA; w L. Wolfe Gilbert, m Mabel 
Wayne. © 16Nov27; E675555. 
L. Wolfe Gilbert & Mabel Wayne (A's); 
18Nov54; R139659. 


Library of Congress eo 


Copyright Office 





Ramona, 


JACKSON, HELEN MARIA (FISKE) HUNT. 
Ramona; adapted by Olive Eckerson. 
New York [1952] 369 p. illus. © on 
adaptation; Globe Book Co., inc.; 
19Jun52; A68275. 


I, Eckerson, Olive, 
II. Globe Book Company, inc. 


Library of Congress 
Copyright Office 





1138.5 
wG 


Ramona. 


Gilbert, Louis Wolfe. 

Ranona ... by L. W. Gilbert [and] 
Mabel Wayne, arranged by D. Savino. 
[New York] Leo Feist, inc. 50¢ 

© arrangement, 10Juni;6; publisher; 
EP4 50. 


For piano solo. 


I, Wayne, Mabel, joint composer. II. 
Savino, Domenico, arr, III. Title, 


Copyright Office 





AA 20222 
3 Ramona; & poem. 
see 


Bull, Charles Ernest, 1888- 


vf 7-19-16 





Ramona, SEE Martin, Thomas Hector. 





RAMONA. D unp. 1177). See Tracy, Henry 
Chester. 





RAMONA CHENILLES.) 

A genuine Poodle-Tuft chenille prod- 
ucte Label, © Robert David 
Sanders & William Bartell Patey 
Gse¥eae Ramona Chenililes; 18Feb5h,; 


KK97255~6 





RAMONA FROM POMONA IS THE GIRL FOR ME; 
w, m & © Arthur Jasspe 18Dec50 
EU223938 


JAN 11 1951 


Library of Congress & 
Copyright Office 








E unp 7260 
Ramona Marie. 
See 


Leary, Maurice Richard. 


jss 5-17-46 


RAMONAS, VINCAS. 

Crosses; now first completely done 
into English from the original 
Lithuanian of Vincas Ramonas by 
Milton Stark. Lithuanian Days 
Publishers. 329 p. © Milton 


Stark; 20Aug54; A150101. 


I. Stark, Milton, tr. 


Library of Congress 3 


Copyright Office 





RAMONA'S SANTA MARIA MINERAL WELLS. 
KK81709. SEE Cole, Selmon G. 
Coles Wells. 





Ramond, Albert 
American management association. 


... Management techniques for increasing labor productivity 
New York, N. Y., American management association, 51946. 


5ip. diagrs. 23™. (Jts Production series, no. 163) od @Tr 


“Papers ... presented at the spring Production conference of the Amer- 
ican management association, held at ... New York city, April 22-24, 
1946.” 


ConTENTS.—Economic considerations for production executives, by 
C. F. Ross.—Labor productivity and technological advances, by Albert 
| Ramond.—What is a fair day’s work? Panel session. 


1. Labor productivity. 2. Efficiency, Industrial. 1. Title. 
46-21871 


Library of Congress oS HD57.A53 
19} 658.5 





RAM OND (ALBERT ) AND ASSOCIATES, 
IWC 
Deterut nation of machine *nter< 
ference and enforced idle tima 
for multi-machine assigrmentsa. 
18 le, tllue. © tAug5l; AA192585. 





AA 20580 





Ramond (Albert) & associates, inc., 
claimant. ; 
ort factors for lifting and trans- 
porting operations (micro-elements only) 
[Chicago, Printed by peel co. & Albert 


Ramond & associates] c19i.6. 
2 stapled leaves, {llus. (charts ) 
28 x 21 1/2 cm. 


© 6-28-16; 2 ¢ 7-11-63 Chicago; 


AA 20580. 
e afp 9-9-6 


RAK OND (Albert) and Associates. SEE 
A Pair Day's Work. w6uU50)2. 





{OND ge gu AND ASSOCIATES, 
a Ce 
Production manegenent; productivity, 
costs, wages — relationse 
Chicano, 198. 5 pep 12)us. 
© 250ct,8 83 on revisionsg AAL00509, 





RANOND (ALBERT) AND ASSOCIATES, 
INCes ae 
Rest allowance factorsj typical 
values for mechanical maintenance 
work. 31. © 7Sep5lg AA19367/:. 


OCT ~8 1951 





RAMOND, S&DOUARD. 
Histoires marseillaises, galéjades 
et proverbes de Provence. Gapr25, 
AP27660. R95168, 19May52, Edouard 
Ramond (A) 





RAMOND-DELAVALLE, FRANCOISE. 
Le jeu solitaire roman. 231 p. © Cal- 
mann-Lévy, Paris; 300ct48; AF9244. 


I. Calmann- Lévy. 


Library of Congress 
Copyright Office ee 





Ramondae 
Waltz. ~ 





RAMONEDA, LOUIS ©, 
Registration card, Card. © on 
revisions; 2Decl9; AA1)6865. 





RAMONEDA, LOUIS VINCENT ©, 


Registration card. © Jang; 
AA112611. 





Ramont, Grace May. 


RIDDERHOF, NICHOLsaS LAMBERT. 
Have you courage? [By] N. L. 
Ridderhof. (In Hym writers! 

magazine. vee, no.l, pel9) 
© Grace May Ramont; Fi few 
B5-4999. Close score: SATB. 


Library of Congress & 


Copyright Office 





RAMONT, GRACE MAY, 

The hours I spend with Thee, alto 
and tenor duet [by] Grace Ramont, 
harmony by N. L. Ridderhof. (In 
Hymn writers! magazine. v.2, no.3, 
p.19) © Grace May Ramont; 1Ju148 
(in notice: 1947); B5-7453. 


I. Ridderhof, N. L., arr. II. Title. 


Library of Congress a 


Cepyright Office 





RAMONT, GRACE MAY. 

I Love You, Dear Jesus; words and 
music by Grace Ramont, harmony 
by N. L. Ridderhof. (In Hymn 
Writers! Magazine. v.l, noe4, 
pe27) ©Grace May Ramont, 
Inglewood, Calif.; 15Novl7; 
B5-2943. Close score: SATB. 


I. Ridderhof, Nicholas Lambert, arr. 
II. Title. 


Library of Congress @ 
Copyright Office 





Ramont, Grace May 
LEITER, BELLE. 

I'll Be with You; words and melody 
by Belle Leiter, harmony by N. Le 
Ridderhof. (In Hymn Writers! 
Magazine. v.l, no.l, p.l9) © 
Grace May|Ramont (Mrs. W. Paul 
Ramont), Inglewood, Calif..; 1Jul}7; 
B5-1053. Close score: SATB. 


I. Ridderhof, Nicholas Lambert, arr. 
II. Title. Music Cat. 





RAMONT, GRACE MAY. 

Is Jesus king of your heart? Words 
and music by Grace Ramont, harmony 
by N. L. Ridderhof. (In Hymn 
writers! magazine. v.c, no.l, 
p25) ©Grace May Ramont; 1)Febl8; 
B5-),000. 


Library of Congress @ 


Copyright Office 





RAMONT, GRACE MAY. 

My Prayer; words and music by 
Grace Ramont, harmony by N. L. 
Ridderhof. (In Hymn Writers' 
Magazine. v.el, noel, pel5) 
© Grace May Ramont (Mrs. W. Paul 
Ramont), Inglewood, Calif.; 


1Jul7; B5-1051. Close score: 
SATB. 


I. Ridderhof, Nicholas Lambert, arr. 
II. Title. 


Library of Congress S Music Ca 
Copyright Office a 





RAMONT, GRACE MAY. 
My Song of Songs; words and music 
by Grace Ramont, harmony by 
M2198 N. L. Ridderhof. .(In Hymn . 
oH. Writers! Magazine. .v.l, no.2, 
p.22-23} ©Grace May Ramont, 
Inglewood, Calif.; 2d.ugh7; 
B5-1829. For voice and piano. 


Le Ridderhol ; Nee, anr 
II. Title. 


Library of Congress & 


See ae Music Cat. 





RAMONT, GRACE MAY. 

Reign, blessed Lord; words by Leigh 
Northrup, music by Grace Ramont, 
harmony by N. L. Ridderhof, (In 
Hymn writers! magazine, v.2, n0.2, 
ae © Leigh Andrew Northrup; 

3 


iMay B5-7796. 


I. Northrup, Leigh Andrew, lyricist. 
II. Ridderhof, N. L., arr, III. Title. 


Library of Congress & 
Copyricht Office 





M2198 RAMONT, GRACE MAY, 1893- 

R166 Songs of eternal life. Rainbow ed. For 

S6 youth groups, special meetings home, 
radio broadcasts and all Gospel singers, 


Ed. & comp. by Grace Ramont, © Grace 
May Ramont, sole owner, Hymn Writers’ 
Fellowship, Los Angeles; 29Apr48; 


AA102525. 


I, Title. 


Library of Congress 
Copyright Office G 





M2198 [RAMONT, GRACE MAY] ed. 

-R166 Songs of eternal life; ed. and comp. by 

S6 Grace Ramont, Rainbow ed. Los Angeles, 
Hymn Writers Fellowship, c1948. 
Partial contents separately registered: 
EP33903-33904, 


I. Title. 


Library of Congress 
Copyright Office 





RAMONT, GRACE MAY.°: 

Storm Shelter ... words and music 
by Grace Ramont, harmony by N. L. 
Ridderhof. (In Hymn Writers! 
Magazine. v.1, no.l, p.18) 
© Grace May Ramont, Inglewood, 
Calif.; lJul7; B5-1052. Close 
score: SATB. 


I. Ridderhof, Nicholas Lambert, arr. 
II. Title. 


Music Cat. 





RAMONT, GRACE MAY. 
Thy name; words and music by Grace 
Ramont, harmony by N. L. Ridderhof. 
(In Hymn writers! magazine. v.2, 
no.4, p.26) © Grace May Ramont; 
1Sep48 (in notice: 1947); B5-7447. 


I. Ridderhof, N. L., arr. II. Title. 


Library of Congress eS 


Copyright Office 





Ramont, Grace May 
LBITER, BELLE. 

Trial Testing Time in the Valley; 
words and music by Belle Leiter 
eee harmony by uw. L. Ridderhof. 

M2198 (In Hymn Writers' Magazine. 
oH vel, no.2, pe26) ©Grace May 
» Inglewood; Calif.; 
28Augh7; B5-1830. Close score: 
SATBs 


I. Ridderhof, N. L., arr. II. Title. 


Library of Congress e Music Cat. 
Copyright Office 





RAMONT, GRACE MAY. 
SEE 
HYMN LOVERS' MAGAZINE. 


Ss ‘Library of Congress 


Copyright Office 





RAMONT, GRACE MAY. 
SEE 
HYMN WRITERS' MAGAZINE. 


oe Library of Congress 


Copyright Office 





RAMONT, MRS. We. PAUL. See 
Ramont, Grace May. 


oe 





Ramonti. 
sfeeBrunelli, § 





RAMOS, pseud. SEE 
Kane, Harold, 1910- 


EU2 68203 





Ramos, Alfred R. 


AS SWEET AS YOU ARE; m James Charies 
McNeil w & © Alfred R. Ramos 29Jan51 
EU228007 


Library of Congress 
Copyright Office 





Ramos, Baltazar Martinez 
see 


Martinez Ramos, Baltazar, 


Library of Congress @é 
Copyright Office 





Ramos, Sartolo. 


BAILA LA RUMBA © w & m Bartolo Ramos 
20Dec48 EU151748 


Library of Congress @ 


Copyright Office 





Ramos, Bartolo 
Jamas olvidare; words by B. Ramos. 
Melody. 
© 4.-25-l6; B. Ramos, New York; 

EU 19110. 





Ramos, Charles, lyricist. 
cee Buck, Ronald. I wish I could get you 
out of my dreams, 





Ramos, Charles, lyricist. 
o&a Back, Ronaldse Just another hours 





Remos, Gharles, lyriciet, 
feo Back, Ronald. Something you left behind. 





Ramos, Gharles, lyricist. 
feo Buck, Romld. You are my drean. 





M1356 RAMOS, CRISTOBAL, 

-R Como a ti la quiero; bolero [by] Cristobal 
Ramos. [Piano-conductor score 
(orchestra, with words) and parts] 10.- 
ptas © Miasica del Sur, Barcelona; 
20Dec49; EF20104. 


I, Title. 


Library of Congress & 





M1356 RAMOS, CRISTOBAL, 

pe Maldicion; tango, letra: Francisco de Val, 
musica: Cristobal Ramos, [Piano- 
conductor score (orchestra) and parts] 
Ptas 7.50 © Musica del Sur, Barcelona; 
20Dec49; EF20109, 


i. Title. [Hi Garcia de Val, Francisco, 
1902- ] 


Library of Congress & 





RAMOS, DALMACIO A. ©. 
The Darka oe cRulesa 5 le, 
illus. © 150ct51; AA1LI94S!S. 





RAMOS, DALMACTfO A. 

Short-cut to naturalization, as 
outlined by Ase Thomas Rowland. 
7h pe © on additions; Dalmacio 
Ae Ramoss3 2Nov533; A113022. 





M1630 RAMOS, DALMACIO A 

The story without an end; words 

eR and music by Dalmacio A. Ramos, 
arr. Harold Potter. Escondide, 
Calif., Dar Music Co. € Dalmacio 
A. Ramos; 29Dech7; #P21303. 


Library of Congress & 


Copyright Office 





Ramos, David Miles. 


MARINERS BELONG TO THE SEA; w David 
Miles Ramos & Marion Genevieve Ramos 
m Bernie Edmonds © David Miles Ramos, 
Marion Genevieve Ramos & Bernie 
Edmonds 7Jun54 EU360295 





Library of Congress e 
C ght Offi 


RAMOS, ETHEL HERMINA. SEE 
Ramos-Harris , Ethel Hermina, 1905- 


EU273172 





Ramos, Fred A. 
LET ME KNOW m Louis Tobin © w Fred A. 
Ramos 24Jan49 EV154609 


Library of Congress 
Copyright Office 





Ramos, George., illus. 


Bitenton, Ada Lorothea. 

Boy from Leningrad, by Dorothea 

hitenton, illustrated by George Ramos, 

ari Francisco, American Russian instit- 

te $197) 
5 : 


illus. 25cm. 


© publisher; .15Marlh7; AAL,7702. 


& afp 5liiarh7 


ba) 





Ramos, Graciliano. 


Anguish, by Graciliano Ramos; translated from the Portu- 
guese by L. C. Kaplan. New York, A. A. Knopf, 1946. 


3p. 1, 259p.,11. 19. 


“Originally published in 1941 as Angustia ... First American edi- 
tion.” 


© 3-28-46; 2 ¢ 2-18-46; Alfred A. Knopf, inc., 
New York; A 2133. 


1. Kaplan, Lewis C., 1911- tr. mm. Title. 
46-1914 


Library of Congress & PZ3.R1477An 
(10; 869.3 





Ramos, Jesus. 


APUESTO MI VIDA w & m Jesus Ramos 
© Commodore Music Corp. 6Apr48 
EU124100 





Ramos, Jesus. 


CONSEJOS DE MI MADRE w & m Jesus 
Ramos © Commodore Music Corp. 
6Apr4& EU1L24104 





Ramos, Jesus. 


DOLOR POR AMOR w & m Jesus Ramos © 
Commodore Music Corp. 6Apr4é 
EUL24102 





Ramos, Jesus. 


LOS DOS RIVALES w & m Jesus Ramos 
© Commodore Music Corp. 15Dec47 
EU108160 





Ramos, Jesus. 


DUENA MIA w & m Jesus Ramos © 
Commodore Music Corp. 15Dec47 
EU108153 





Ramos, Jesuse 


EL FANTASMA-VENGADOR w & m Jesus 
Ramos €)Commodore Music Corp. 
4Mar48 £EU119822 





Ramos, Jesus. 


LEJOS ME ENCUENTRO w & m Jesus 
Ramos (@ Commodore Music Corp. 
AMar48 EU119850 





Ramos, Jesus. 


ME IMPORTA POCO w & m Jesus Ramos 
© Commodore Music Corp. 4Mar48 
EU119849 





Ramos, Jesuse 


MI SUFRIMIENTO w & m Jesus Ramos 
© Commodore Music Corp. 15Dec47 
EULO8155. 





Ramos, Jesus. 


NE SE ENAMORE w & m Jesus Ramos 
©) Commodore Music Corp. 4AMar48 
BEU119824 





Ramos, Jesus. 


NO ES ASI w & m Jesus Ramos © 
Commodore Music Corp. 4Mar48 
EU119826 





Ramos, Jesus. 


NO ME CONCES w & m Jesus Ramos © 
Commodore Music Corp. 4Mar4& 
EU119756 





Ramos, Jesus 


NO ME OLVIDES w & m Jesus Ramos 
(¢)Commodore Music Corp. 15Dec47 
EULO 7885 





Ramos, Jesus. 


NO ME PREGUNTEN w & m Jesus Ramos 
© Commodore Music Corp. 15Dec47 
EU108158 





Ramos, Jesus. 


NO MIENTAS w & m Jesus Ramos © 
Commodore Music Corp. 6Apr4é 
BU1L24229 





Ramos, Jesus 


NO SE TE OLVIDE w & m Jesus Ramos 
(S Commodore Music Corp. 15Dec47 
LO8i54 





Remos, Jesus. 


LOS QJOS DE MI MORENA w & m Jesus 
Ramos (c) Commodore Music Coro. 
15Dec47 EULO'7888 





Ramos, Jesus. 


PA' MI NOMAS w & m Jesus Ramos 
(@) Commodore Music Corp. 15Dec47 
EULO8159 





Ramos, Jesus. 


POR SI TE ACUERDAS w & m Jesus Ramos 
© Commodore Music Corp. 6Apr48 
£U124108 





Ramos, Jesus. 


POR TU QUERER w & m Jesus Ramos 
(© Commodore Mysic Corp 16Feb48 
EU11 7241 





Ramos, Jesus. 


PUDISTE SER w & m Jesus Ramos © 
Commodore Music Corp. 16Feb48 
EU11'7240 





Ramos, Jesus. 


QUE CULPA TENGO w &m Jesus Ramos: 
(© Commodore Music Corp. 6Apr48 
EU124221 





Ramos, Jesus. 


TU Y YO; w & m Jesus Ramos © Commodore 
Music Corp. 3May54 EU356617 


Library of Congress & 
Copyright Office 





Ramos, Joe. 


WE'LL BE HAPPY AGAIN © w & m Joe Ramos 
17Mar49 EU161069 


Library of Congrese & 
Copyright Office 





‘ans are BALSEIRE Y 





Ramos, José Ferreira 


Sé6e 


Ferreira Ramos, Josée 


Library of Corigiess > 
Copyright Office 





Ramos, Juan, Jr. 


REMEMBER, CHERIE © w & m Juan Ramos, 
Jr. 26May49 EU168750 





Ramos, Juan, Jr. 


REMEMBER CHERIE; w, m & © on added w & 
rev Juan Ramos Jr. 5May50 EU202884 


Library of Congress 
Copyright Office 





Ramos, Mario. 
AMORCITO © w Robert C. Velez m Mario 


Ramos 19Nov48 Eu149265 





Y 


Ramos, Mario. 


FANTASIA; m & © Mario Ramos 13Nov53 
EU337885 


Library of Congress & 


Copyright Office 





Ramos, Mario, ¢192)- 

Le sérénade. 

© 11-17-63; M. Ramos, New York; 
EU53190. 





Ramos, Marion. 
IN A LITTLE COUNTRY STORE; m Louis Toba 
in w & © Marion Ramos 31May50 
EU205629 


Library of Congress a 
Copyright Office 





Ramos, Marion. 


NICKELS AND DIMES; m Louis Tobin w 
Marion Ramos © Mrs. Marion Ramos 
11Dec50 EU223351 


JAN 1 7 1957 





Ramos, Marion Genevieve. 


ANGEL, CHRISTMAS EVE; w Marion Genevieve 
Ramos m Grace E. King © Marion 
Genevieve Ramos & Grace E, King 
260ct53 EU335701 


Library of Congress e 





Ramos, Marion Genevieve. 


COMMUTTER JOE; w Marion Genevieve Ramos 
m Grace E, King © Marion Genevieve 
Ramos & Grace E. King 5Aug54 EU366617 


Vv 


Library of Congress S 
Copyright Office 





Ramos, Marion Genevieve. 


GOLDEN MOMENTS; w Marion Genevieve 
Ramos m Grace E. King © Marion 
Genevieve Ramos & Grace E. King 
160ct53 EU334696 


Library of Congress & 





Ramos, Marion Genevieve. 


(I'M) GONNA MARRY THAT BACHELOR NEXT 
DOOR; w Marion Genevieve Ramos m 


Bernie Booker Edmonds © eennee 
Genevieve Ramos 25Aug52 EU285450 


Library of Congress & 
Copyright Office 





Ramos, Marion Genevieve. 


LONGING IN MY HEART; m Ronald Buck w & 
© Marion Genevieve Ramos 30Aug50 
EU213793 


SEP 1 5 1980 


Library of Congress ®& 
Copyright Office 





Ramos, Marion Genevieve. 


MARINERS BELONG TO THE SEA; w David 
Miles Ramos & Marion Genevieve Ramos 
m Bernie Edmonds © David Miles Ramos, 
Marion Genevieve Ramos & Bernie 
Edmonds 7Jun54 EU360295 





Library of Congress 
ig Office 


Ramos, Marion Genevieve. 


MY IWALANI; m Ronald Buck w & © Marion 
Genevieve Ramos 7Aug50 EU211539 





Ramos, Marion Genevieve. 


NO DEPOSIT, NO RETURN; w Marion Gene- 
vieve Ramos m Mrs. W. A. Edmonds © 
Marion Genevieve Ramos & Mrs. W. A. 
Edmonds 5Aug54 EU366616 


Library of Congress 6 


Copyright Office 





~ 


Ramos, Marion Genevieve. 


THAT CUTE LI'L COMMUTER; w Marion 
Genevieve Ramos m Grace E. King © 


Marion Genevieve Ramos & Grace E. 
King 3Dec53 EU339888 


Library of Congress © 


Copyright Office 





RAMOS, MAXIMO, ed. 

Philippine cross-section, an anthology of 
outstanding Filipino short stories in Eng- 
lish, edited by Maximo Ramos and Floren- 
tino B, Valeros. Foreword by A. V. H. 
Hartendorp. [A Barangay writers project] 
Manila, Bardavon Book Co. 357 p. (The 
Bardavon series in Philippine literature) 
© Maximo Ramos & Florentino Bersamin 
Valeros; 10Apr50; 2c 26Jun50; AIO-655. 


I. Valeros, Florentino Bersamin, joint ed. 


Library of Congress & : FF | 
Copyright Office Revised ag : 





Ramos, Melba. 
I'M IN A WHIRL; w & m Melba Ramos arr 
Don Tait © Melba Ramos & Don Tait 
19Ju154 EU364775 


Library of Congress & 
Copyright Office 





Ramos, Melba. 

SINCERELY; w & m Melba Ramos arr Don 
Tait © Melba Ramos & Don Tait 19Ju154 
EU364776 


Library of Congress hd 
Copyright Office 





M1630 RAMOS, MELBA, 1920- 

o2 Sincerely; [by Jeri Jorden, pseud.] [For 

RK voice and piano] Appl. states prev. reg. 
EU364776, © Melba Ramos (in notice: Jeri 
Jorden); 19Jul54; EP83961, 


Age ERD. 


Library of Congress eS 





Ramos, Melba. 


SO, SO, SO IN LOVE; w & m Melba Ramos 
arr Don Tait © Melba Ramos & Don Tait 
19Ju154 EU364774 


Library of Congress & 
Copyright Office 





M1630 RAMOS, MELBA, 1920- 

2 So, so, so in love; [by Jeri Jorden, pseud.] 

R [For voice and piano] Appl. states prev. 
reg. EU364776.. © Melba Ramos (in 
notice: Jeri Jorden); 19Jul54; EP83960. 


I. Title. 


Library of Congress eS 





Ramos, Michel. 


BECK, SIGISMOND, 1900- 

Gogl-mogl; fox burlesque pour piano solo 
de Sigismond Beck, arrangé par Michel 
Ramos. © Editions musicales Enedina, 
Paris; 21Jun52; EF0-15058. 


I, Title. [II. Ramos, Michel] 


Library of Congress 
Copyright Office 





RAMOS, MIRIAM, SEE 
Ramos, Marion Genevieve, 1905- 


EU360295 





RAMOS, PEDRITO, SEE 
Ramos, Pedro, 1911- 


Library of Congress & 





Ramos, Pedrito. 


M1356 BATISTA, SIXTA, 

-B No me hagas cosquillita; guaracha, letra 
y musica de Sixta Batista, arr. de Pedrito 
Ramos. [Piano-conductor score (orches- 
tra) and parts] © Peer y Cia., s.l., 
Habana; 17Aug54; EFO-29341. 


I, Title. [Il. Ramos, Pedrito] 


Library of Congress a 





M1356 RAMOS, PEDRO, 1911- 

R Amarga soledad; bolero, letra, musica y 
arreglo de Pedro Ramos, [Piano- 
conductor score (orchestra) and parts] 
© Circuito Coordinador Artistico, Habana; 
22Jun54; EF0-28113, 


I, Title, 


Library of Congress & 





Ramos, Pedro, 1911- 


M1356 GARCIA, JUAN FRANCISCO, 1927- 

.G Madre experiencia; bolero, letra, musica; 
Frank Garcia, arr.; Pedrito Ramos, 
[Piano-conductor score (orchestra) and 
parts] © Editorial Circuito Coordinador 
Artistico, Habana; 20Nov54; EF0-31337. 


I. Title, [Il. Ramos, Pedro, 1911- ] 


Library of Congress é 





Ramos, Pedro, 191l- 

M1356 ARIZA, HILARIO. 

A No no, que va! Guaracha, letra y mifsica de 
Hilario Ariza, arreglo de Pedrito Ramos 
[Piano-conductor score (orchestra) and 
parts] $1 © Peer y Cia., s.l., Habana; 
40ct54; EFO-30570. 


I. Title. [II. Ramos, Pedro, 1911- 


Library of Congress 





Ramos, Petrona, 189},- 


MT935 PARKER, HORATIO WILLIAM, 1863-1919, 


. P274 





comp. 

*The Philippine progressive music series; 
compiled by Norberto Romualdez, Petrona 
Ramos, Charles E. Griffith, Horatio 
Parker and [others] © on additional 
material; Silver Burdett Co., New York; 
advanced course, 22Mar50; EP45276. 


[I. Romualdez, Norberto, 1875-1941. II. 
Ramos, Petrona, 1894- Ill. Griffith, 
Charles E. IV. Title. V. Title: Progres- 


sive music series] 
Library of Congress 50 
Copyright Office MAY - 5 19 


Ramos, Petrona. 


MT935 PARKER, HORATIO WILLIAM, 1863-1919, 
-P27 comp. 

*The Philippine progressive music 
series «ee compe. by Norberto 
Romualdez, Petrona Ramos, Florencio 
Buado, Horatio Parker [and qthers] 
Illus. by Manuel Isip.»© Silver 
Burdett Co., New York; 27Mayl8; on 
new ed.; EP27629~.. Melodies unacces” 
some have words in English and Taga= 
log, the rest in English. Contents.- 
[1] Primary grades. 


Library of Congress @ 
Copyright Office 





Ramos, Petrona, 189)- 


MT935 PARKER, HORATIO WILLIAM, 1863-1919, 
»P274 comp. - 
he Philippine progressive music series; 
for the intermediate grades, comp. by 
Norberto Romualdez, Petrona Ramos, 
Florencio Buado, Horatio Parker | and 
others] Illus. by Manuel Isip. [1949 ed. ] 


© Silver, Burdett Co., New beagin, OE 
20Apr49; on additional material; EP36492. 
Principally melodies unacc.; some have 
words in English, some in Tagalog and 
English, the rest in dialect and 
Library of Congress English. 


Copyright Office 5 
Continued on next card) 





MT935 ee HORATIO WILLIAM, 1863-1919, 


~P274 


he Philippine progressive music series. 
EP36492, (Card 2 


I, ieee, re 1875-1941, joint 
comp. II. Ramos, Petrona, 1894- joint 
comp. ~ HI. Buado, Florencio, 1897- 

joint comp. IV. Title. 


Library of Congress 
Copyright Office @ 





Ramos, Phillistine Turner. 


YOUR KISS; m Ronald Buck w & 
© Phillistine Turner Ramos 2Jul51 
EvU243612 


Library of Congress & 
Copyright Office AUG 6 1954 





Ramos, Prada, Carlos, 1899- 
ORLANDO, MIGUEL, 1899- 

Le Vieux Port. Viejo Puerto. Pa- 
roles espagnoles de Ramos Prada, 
paroles frangaises de Chamfleury 
L[pseud.] & Lemarchand, musique 
de Miguel Orlando. © ditions 
espagnoles Julio Garzon, Paris; 


21Jullh7; EF7333- 


I. Ramos, Prada, Carlos, 1899- lyricist 
II. Gohin, Robert, 1900- lyricist. III. 
Lemarchand, Henri, 191l- joint lyri- 
cist. IV. Title. V. Title: Viejo Puerto. 


Library of Congress 
Copyright Office 





Ramos, Rafael 
Tu pafiuclito; w &m Re Ramos. © Rafacl 
[Ramos, Brooklyn; 2l\prl.7; EU)9lpp. 





Ramos, 8. 


4 

M1356 GONZALEZ, ALBERTO. 

.G Me alejare; bolero, letra y misica de 
Alberto Gonzalez, arr. de S. Ramos. 
[Piano-conductor score (orchestra) and 
parts; with words] $0.35 ctvs. © Peer 
y Cia., s.l., Habana; 25Aug49; EF15751. 


I. Title. [II. Ramos, S.] 


Library of Congress 
Copyright Office 





Ramos, S. 


M1356 GRANDA, BIENVEMIDO. 

.G Mi dolor; bolero, letra y mfisica de 
Bienvenido Granda, arr. de S. Ramos. 
[Piano-conductor score (orchestra) and 
parts; with words] $0.35ctvs. © Peer 


y Cia., s.l., Habana; 28Dec49; 
EF0O-2317. 


I, Title, [II. Ramos, S. ] 


Library of Congress - 1.1950 
Copyright Office a MAY 





Ramos, S. 


M1356 ALBUERNE, PEDRO, Jr. 
Mi pesadilla; bolero, Tétra y musica de 


Pedro Albuerne, Jr., arr. de S. Ramos. 
{[Piano-conductor score (orchestra) and 
parts; with words] 35ctvs. © Peer y 
Compania, s. 1., Habana; 30Dec49; 


.A 


EFO-1284 


. Title. [Il. Ramos, S.] 


Library of Congress & 
Copyright Office 





Ramos, S. 


M1356 MARQUETTI, LUIS. 

-M El momento que vivimos; bolero, letra y 
misica de Luis Marquetti, arr. de S. 
Ramos, [Piano-conductor score (orches- 
tra) and parts; with words] $035 ctvs. 
© Peer y Cia., s.l., Habana; 28Dec49; 
EFO-1935. 


I. Title. [II, Ramos, S.] 


Library of Congress APR -6 7 
Copyright Office 





Ramos, S. 


M1356 GOMEZ, RACIANO. 

iG Tu bella silueta; bolero, letra y misica 
de Raciano Gomez, arr. de §. Ramos, 
[Piano-conductor score (orchestra) and 
parts; with words] $035 © Peer yCia., 
s.l., Habana; 27Feb50; EF0-1929. 


I. Title. [II. Ramos, S.] 


- 6 1950 
Library of Congress APR 6 
Copyright Office 





Ramos, S,. 


M1356 CASAMOR, EUTIMIO. 

-€ Tu no eres nadie; guaracha, letra y 
misica de Eutimio Casamor, arr. de 
S. Ramos. [Piano-conductor score 
(orchestra) and parts; with words] $0. 35 


© Peer y Cia., s.l., Habana; 28Dec49; 
EFO-1936. 


I. Title. [II, Ramos, S.] 


Library of Congress APR - 6 1950 
Copyright Office 





Ramos, S. 


M1356 POU, HERMAN. 

P Tu perdon; bolero, letra y musica de 
Herman Pou, arr. de S. Ramos. © Peer 
y Co., S.1., Habana; 3Nov49; EF-0444. 
Piano-conductor score (orchestra) and 
parts; with words. 


I. Ramos, S., arr. II. Title. 


Library of Congress 
Copyright Office ee 





Ramos, S R 
M1356 URANGA, E D 
oU Alla en el rancho grande, lyric by 
Bartley Costello, music by E. D. 
Uranga, music arr, by S. R. Ramos, 
[err. for orchestra by Jimmy Dale} 
© Edwerd B, Marks Music Corp., New 


York; 26Jan46; on arrangement; 
EP22429. Pisno-conductor score (or- 
chestra, with words) and parts, 
English words, 


I. Title. II. Title: El rencho grende. 


Library of Congress @ 


Copyright Cttice 





M1380 RAMOS, S R 

oR El Rancho Grandc; music by S Re 
Ramos, arr. by L. Sugarman. © 
Edward Be. Marks Music Corp., 
New York; 5Sepli7; on arrangement; 
EP16672. For piano solo. 


I. Sugarman, Louis, arr. II. Titlc. 


Music cat. 





Ramos, Severino. 


ANGEL DE DIOS; w & m Juan Jose Famania 
arr Severino Ramos © Juan Jose 
Famania 12Apr54. EU354223 


Library of Congress @eranis 


Copyright Office 





Ramos, Severino. 

M1356 GONZALEZ, ALBERTO. 

.G Ay carifio; bolero, letra y mfisica de 
Alberto Gonzalez, arr. de Severino 
Ramos. $0.30 ctvs. [Piano-conductor 
score (orchestra) and parts; with words] 
© Peer y Cia., s.1., Habana; 3Aug49; 
EF15758. 


I. Title. [II. Ramos, Severino] 


Library of Congress p -8 4950 
Copyright Office SE 





Ramos, Severino. 


M1356 GONZALEZ GIRALT, JOSE. 

.G El bufiuelo de Maria; guaracha, letra y 
miuisica de José Gonzalez Giralt, arr. 
de S. Ramos. [Piano-conductor score 
(orchestra) and parts; with words] 50¢ 
© Peer y Compania, s.l., Habana; 


6Nov50; EF0-5299. 


I. Title. [IIl. Ramos, Severino] 


art. DEC 2R tarp 
Library of Congress 
Copyright Office 





Ramos, Severino, 1915- 


M1356 CAIRO, PABLO, 

C Le dijo el gato al rat6n; guaracha rumba, 
de Pablo Cairo, arreglo de Severino 
Ramos, México, Editorial Mexicana 
de Musica Internacional, [Piano-conduc- 
tor (orchestra) and parts; with words] 
© Peer International Corp,; 170Oct51; 
EF17232., 


I, Title, [II. Ramos, Severino, 1915- 


Library of Congress & : 
Copyright Office JAN 21 1952 





Ramos, Severino, 1915- 


M1356 VAZQUEZ VARELA, CIPRIANO, 1927- 

av Romance imposible; bolero, arreglo de 
Severino Ramos, letra y musica de 

Cipriano Vazquez. [Piano-conductor 

score (orchestra) and parts; with words] 


© Cipriano Vazquez Varela, Habana; 
12Jan51; EF17004, 


I. Title. [II, Ramos, Severino, 1915- ] 


Library of Congress & 
Copyright Office 


OCT -4 1951 





Ramos, Severino. 


M1356 CAIRO, PABLO, 

# x Rumba rica; guaracha rumba, letra y 
mitisica de Pablo Cairo, arr. de S. Ramos. 
[Piano-conductor score (orchestra) and 
parts; with words] $0.50 © Peer y 
Compafifa, s.l., Habana; 11Dec50; 
EF0-7281, 


I, Title. [Il. Ramos, Severino] 


Library of Congress 
Copyright Office j 


MAY 15 19A4 





Ramos, Severino. 


M1356 GUTIERREZ CARBONELL, VICTORIA, 
.G 1918- 
Siempre mentirds; bolero, arreglo de 

Severino Ramos, letra y mtsica de Vita 
Gutierrez. Habana, Cia. Cinematogrdéafica 
Ambassador. [Piano-conductor score 
(orchestra) and parts, with words] 
© Victoria Gutierrez Carbonell (in notice: 
Vita Gutierrez); 15Dec50; EF0-7839, 


I. Title. [II. Ramos, Severino] 


Library of Congress ae 
Copyright Office . | dL 10 1951 





RAMOS, SEVERINO., SEE ALSO 
Ramos Betancourt, Severino, 1915- 


EF17148 


Library of Congress zs 
Copyright Office 





Ramos, Shorty. 


OUCH, OUCH m Ronald Buck © w Shorty 
Ramos 7May8 EU128850 


Library of Congreaa e 
Copyright Office 





RAMOS, SILVANO R 

El rancho grande. Lyric by Bartley 
Costello, music by Silvano R. Ramos, 
easy arrangement by Pietro Deiro, Jr. 
[For accordion, with English words] 40¢ 
© on arrangement; Edward B. Marks 
Music Corp., New York; 19Nov52; 
EP66980, Appl. states prev. reg. as Alla 
en el rancho grande, 10Mar27, E663020. 


I, Title. [II. Costello, Bartley. III. Deiro, 
Pietro, 1913- ] 


Library of Congress oe 
Copyright Office 
art. 





Ramos, Silvano R. 
EP66980. (con.) 


(See also El Rancho Grande; REG 2Jun79; PA 
46-622) 





Ramos, thomas 


lust I dream? [Words and music by] 
Tommy Ramos. 


For solo voice with pimo accompani- 


ksk 6-20-16 





Ramos, Thomas 


When I go to Bom-fi-Ko ; [by] Tommy 
Ramos e 


For solo voice with piano accompani- 


ment. 
First li Listen to my melody. 
© i 6 -i6; Thomas Ramos, New 
York; E ‘int 5ub 10872 « 


ksk 7-1-)6 





Ramos, Tommy 


See 


Ramos, thomas 





Ramos Betancourt’ Severino, 1915= 


M1356 GONZALEZ GIRALT, JOSE. - 

.G Amor de cobre; bolero-tango, letra y musica 
de Gonzalez Giralt, arr. de Severino Ramos 
[Piano-conductor score (orchestra, with 
words) and parts] © Peer & Cia,.s.l1., 
Habana; 30Dec52; EF0-20174. 


I, Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress eS 
Copyright Office 





Ramos Betancourt, Severino, 1915= 


M1356 CAIRO, PABLO, 

iZ Amor entragos; bolero, letra y musica 
de Pablo Cairo, arr, de Severino Ramos, 
[Piano-conductor score (orchestra; with 
words) and parts] © Peer y Cia., s.l., 
Habana; 18Dec52; EF0-18440, 


I, Title, [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 
Copyright Office 





Ramos Betancourt, Severino, 1915- 
M1356 _ RUIZ, CANDITO. 


.R Amor no me quieras; bolero-mambo, letra 
y musica de Candito Ruiz, arr. de 
Severino Ramos. [Piano-conductor score 
(orchestra) and parts; with words] 
© Peer y Cia. s.l., Habana; 19Dec51; 
EF18142. 


I, Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 
Copyright Office 





Ramos Betancourt, Severino, 1915- 


M1356 ZUNIGA, JOHNY. 

Z Bacalao con fiame; guaracha, letra y 
musica de Johny Zufiga, arr. de Severino 
Ramos. [Parts: orchestra: with words] 
© Peer y Cia., s.1., Habana; 19Dec51; 
EF18164. 


I. Title. [I1. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress 
Copyright Office 





Ramos Betancourt, Séverino, 1915 


M1356 GUERRA ZAYAZ, JESUS, 

.G Bailame el mambo; mambo, letra y musica 
de Jesus Guerra, arr, de; Severino Ramos. 
[Piano-conductor score (orchestra, with 
words) and parts] © Peer & cia., s.l., 
Habana; 10ct51; EF18900. 


I, Title. [II. Ramos Betancourt, Séverino, 
1915- J 


Library of Congress 
Copyright Office 





Ramos Betancourt, Severino, 1915- 
M1356 LEICEA CASTILLO, CALIXTO, 
L Después que pasas; bolero-mambo, letra 
y miisica de Calixto Leicea, arr. de 
Severino Ramos, [Piano-conductor score 
(orchestra) and parts] © Peer y Cia., 
s.l., Havana; 31Dec53; EF0-25142. 


I, Title. [II, Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 





Ramos Betancourt, Severino, 1915- 


M1356 BARRETO, JUSTI. 

.B Espafia; guaracha mambo, letra y musica de 
Justi Barreto, arr. de Severino Ramos. 
[Parts: orchestra; with words] © Peer y 
Cia., s.l., Habana; 19Dec51; EF18160. 


I. Title. [II]. Ramos Betancourt, Severino, 
1915- 


Library of Congress 
Copyright Office 





Ramos Betancourt, Severino, 1915= 
3 3’ 


M1356 LEICEA CASTILLO, CALIXTO, 1910- 

ois Espera un rato mas; bolero, letra y musica 
de Calixto Leicea, arr. de Severino Ramos. 
[Piano-conductor score (orchestra, with 
words) and parts] © Peer & Cia., s.1L., 
Habana; 6May53; EF0-20173. 


I. Title, [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress 
Copyright Office 





Ramos Betancourt, Severino, 1915- 


M1356 AMOEDO, J M 
Eto 6 mayombe; afro, autores Urania Pérez 


[and] J. M. Ampedo, arr. de Severino 
Ramos, [Piano-conductor score (orchestra, 
with words) and parts] © Peer & Compania, 
s.l., Habana; 18Dec52; EF0-18510. 


I, Pérez, Urania, Il. Title. [II]. Ramos 
Betancourt, Severino, 1915- ] 


Library of Congress a 
Copyright Office 





Ramos Betancourt, Severino, 1915-= 


CAIRO, PABLO. 

El Guardia Juarao; son-mambo, arr. de 
Severino Ramos, letra y mfisica de Pablo 
Cairo. [Mexico] Editorial Mexicana de 
Musica Internacional. [Piano-conductor 
score (orchestra, with words) and parts] 
© Peer y Cia; 27Dec51; EFO-14273. 


I. Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress os 
Copyright Office 
art. ssi 





Ramos Betancourt’, Severino, 1915- 

M1356 LEICEA CASTILLO, CALIXTO, 1910- 

.L Hay vistas que tumban coco; guaracha, 
autor y editor: Calixto Leicea, arreglo 
de Severino Ramos. [Piano-conductor 
score: orchestra; with words] © Calixto 
Leicea Castillo; 14Feb52; EF0-14418. 


I, Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress 
Copyright Office 





Ramos Betancourt, Severino, 1915= 


M1356 LEICEA CASTILLO, CALIXTO, 1910- 

-L Hay vistas que tumban coco; guaracha, 
letra y mtsica de Calixto Leicea, arr. 
de Severino Ramos. [Piano-conductor 
score (orchestra, with words) and parts] 
© Peer & Cia., s.l., Habana; 6May53; 
EF0-20160. 


I. Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 
Copyright Office 





M1681 RAMOS BETANCOURT, SEVERINO, 1915- 

-C92R Luna yumurina; bolero-mambo, letra por 
Luis Reyes, misica [por] Severino Ramos 
[arr.: Severino Ramos] © Severino Ramos 
Betancourt & Luis Reyes Bacallao; 
5Jan51; EF17148, 


I. Title. [II. Reyes Bacallao, Luis, 1926- 
] 


Library of Congrass © 
Copyright Office 





Ramos. Betancourt, Severino, 1915- 


M1681 REYES BACALLAO, LUIS, 1926- 

-C92R Luna yumurina; bolero-mambo, letra y 
miisica por Severino Ramos y Luis 
Reyes. Habana, S. Ramos. © Severino 
Ramos & Luis Reyes; 17Dec51; EF17601, 


I, Ramos Betancourt, Severino, 1915- 
II, Title. 


Library of Congress 
Copyright Office 





Ramos Betancourt, Severino, 1915- 


M1356 CAIRO, PABLO. 

<C Me voy a casar; guaracha-~-mambo, de 
Pablo Cairo, arr, de Severino Ramos. 
México, Editorial Mexicana de Misica 
Internacional, [Piano-conductor score 
(orchestra, with words) and parts] 


© Peer y Cfa; 27Dec51; EF0-14274. 


I, Title. [II, Ramos Betancourt, Severino, 
1915- ] 


Library of Congress eS 
Copyright Office 





Severino, 1915- 


M1356 CAIRO, PABLO, 

Cc Mis noches son afios; bolero, letra y 
misica de Pablo Cairo, arr. de Severino 
Ramos. [México, Editorial Mexicana de 
Misica Internacional] [Piano-conductor 
score (orchestra) and parts; with words] 
© Peer y Cia; 20Dec51; EF0-11816, 


I, Title. [II, Ramos Betancourt, Severino, 
1915- ] 


Library of Congress S 1 7 1952 
Copyright Office 





Ramos Betancourt, Severino, 1915- 
LEICEA, CASTILLO, CALIXTO, 1910- 

Las muchachitas del cha, cha, cha; 
guaracha, letra y musica de Calixto 
Leicea, arr. de: Severino Ramos. 

[Parts: orchestra; with words] © Peer 
y Cia., s.l., Habana; 11Sep53; EF 0-22087. 


I, Title. [II, Ramos Betancourt, Severino, 
1915- ] 


art. 


Library of Congress 





Ramos Betancourt, Severino, 1915- 


LOPEZ MARTIN, A 
No insistas mas; guajira-mambo, letra 
y musica de A. Lopez Martin, arr. de 
Severino Ramos. [Parts: orchestra, 
with words] © Peer y Cia., s.1., 
Habana; 19Dec51; EF18267. 


I. Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 
Copyright Office 





Ramos Betancourt, Severino, 1915- 


M1356 CAIRO, PABLO. 

B, & Nocturnando; fantasfa-guaracha, letra y 
musica de Pablo Cairo, arr. de: Severino 
Ramos. [Piano-conductor score (orches- 
tra) and parts] © Peer y Cia., s.1., 
Habana; 30Dec53; EF0-27667. 


I, Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress © 





Rames Betancourt, Severine, 1915- 


M1356 CABRERA, RAMON. 

Be; Por tu voz; bolero-mambo, letra y mtisica 
de Ramén Cabrera, arr. de Severino 
Ramos, [Piano-conductor score (or- 
chestra, with words) and parts] © Peer 
y Compafiia, s.l., Habana; 22Apr52; 


EF 0-14271, 


I. Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 


Copyright Office 





Ramos Betancourt, Severino, 1915- 


BADAN, JOSE SLATER, 1920- 
‘Que dichoso es! Guaracha-guaguanco, 
letra y mtsica de José Sldter Badan 
(Tololo), arr. de Severino Ramos, [Piano- 
conductor score (orchestra, with words) 
and parts] © Peer &cia,y s.]., Habana; 


31Dec53; EF0-24748, 


I, Title. [Il Ramos Betancourt, Severino, 
915- J 


Library of Congress & 





Ramos Betancourt, Severino, 1915- 
M1356 CAIRO, PABLO. 
oe Que te lleve el diablo; son montuno de 
Pablo Cairo, arreglos de Severino 
Ramos, [Mexico, Editorial Mexicana de 
Misica Internacional] [Piano-conductor 
score (orchestra, with words) and parts] 


© Peer y Cia; 27Dec51; EF0-14252., 


I, Title. [II Ramos Betancourt, Severino, 
1915- ] 


Library of Congress en 
Copyright Office 





Ramos Betancourt, Severino, 1915- 


M1356 CAIRO, PABLO, 

% Quieto compadrito; guaracha, letra y 
mfisica de Pablo Cairo, arr. de Severino 
Ramos, [México, Editorial Mexicana de 
Misica Internacional] [Piano-conductor 
score (orchestra) and parts; with words] 
© Peer y Cfa; 20Dec51; EF0-11814, 


I, Title, [IIl. Ramos Betancourt, Severino, 
1915- ] 
2 0 4952 


Library of Congress @ 
Copyright Office 





Ramos Betancourt, Severino, 1915- 


LEICEA CASTILLO, CALIXTO, 1910- 
Rabo e mula; guaracha, letra y musica de 
Calixto Leicea, arr. de Severino Ramos. 
[Piano-conductor score (orchestra) 
and parts] © Peer & cia., s.l., Habana; 
31Dec53; EF0O-25129, 


<. tg {II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 





Ramos Betancourt, Severino, 1915- 


M1356 CAIRO, PABLO. 
Cc Sefiora Maria; plegaria bolero, letra y 
. mtsica de Pablo Cairo, arr. de Severino 
Ramos, [Piano-conductor score (orches- 
tra with words) and parts] © Peer & Cia,, 
s.l., Habana; 30Dec52; EF0-20162. 


I, Title. [II. Ramos Betancourt, Severino, 
1915- 


Library of Congress eb 
Copyright Office 





Ramos Betancourt, S&verino, 19158 


M1356 GUTIERREZ, ANGELITO. 

G Si me ves; bolero mambo, letra y miisica 
de Angelito Gutierrez, arr. de Séverino 
Ramos. [Piano-conductor score (orches- 
tra, with words) and parts] © Peer & 
cia., s.l., Habana; 1Oct51; EF18901. 


I, Title, [II. Ramos Betancourt, Severino, 
1915- 


Library of Congress @ 


Copyright Office 





Ramos Betancourt, Severino, 1915- 

M1356 MARTINEZ D{AZ, ROGELIO, 1906- 

.M Sun sun babaé; letra y musica de Rogelio 
Martinez, arreglo [by] Severino Ramos, 
[Piano-conductor score (orchestra, with 
words) and parts] © Rogelio Martinez 
Diaz; 24Nov51 (in notice: 1952); 
EF0-12819, 


I, Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress 
Copyright Office 





Ramos Betancourt, Severino, 1915- 


M1356 LOPEZ MARTIN, A 

L Te espero carinito; bolero-mambo, letra 
y musica de A. Lopez Martin, arr. de 
Severino Ramos. [Piano-conductor 
score (orchestre, with words) and parts 
© Peer y Cia., s.1., Habana; 9Dec15; 


EF18287, 


I, Title. [II. Ramos Betancourt, Severino, 
1915- ] 


Library of Congress & 
Copyright Office 





Ramos Carrién, Miguel, 185-1915. 


M1503 CHUECA, FEDERICO, 1846-1908. 

-<C559A3 Agua, azucarillos y aguardiente; zarzuela 

1929 en un acto, letra de Ramos Carrién, musica 
del maestro Chueca., [Piano-vocal score] 
© Unidn Musical Espafiola, Madrid; 
29Dec29; EF20173. : 


I. Title. [I1. Ramos Carrion, Miguel, 
1845-1915] 


Library of Congress & 
xM1503.8 





Ramos Carrion, Miguel, 4.1915- 


CHAPI LORENTE, RUPERTO, d,. 1909: 
El rey que rabio; zarzuela en tres actos. 
N-o 9a, Arieta, letra de M. Ramos 
Carrion, musica [by] R. Chapi. 
© Union Musical Espafiola, Madrid; 
20Dec29; EF20181. 


I. Title. Il. Title: Arieta. 
{iil. Ramos Carrion, Miguel, d.1915] 


art. 


Library of Congress Se 
xM1508.8 





RAMOS CARRION, MIGUEL. 

Zaragtieta, by Miguel Ramos Carrién 
and Vital Aza; edited by Llijah 
Clarence Hills and Louise Reine 
hardt. (Heath's modern language 
series) © on foreword & notes, 
27May2l,, A793499. 86792, 
29Nov51, George S. Hills (C) 

& Mildred Reinhardt (2) 


I, HILLS, ELIJAH CLARENCE, ed. 
II, REINHARDT, LOUISE) ED/ 
III, HILLS, GRORGE S. 

HARD?, MILDRED 


x jstatar, Miguel @us 





Ramos de Castro, Francisco. 


SOROZABAL, PABLO, 1897- 

*La del manojo de rosas; Sainete lirico [en 
dos actos, by] Pablo Sorozdbal, [letra 
de Ramos de Castro y Carrefio] Partitura. 
© R. de Castro, Carrefio, Sorozdbal; — 
13Nov34; EF13681. Piano-vocal score. 


I. Ramos de Castro, Francisco, librettist. 
II, Carrefio, Anselmo C., librettist. 
i. Title. 


Library of Congress ® Revised 


not an art, Copyright Office 6Feb50 





Ramos-Harris ¥ Ethel Hermina. 


THE GIRL FRIENDS HYMN. The girl friend 
hymn; w, m & © Ethel Hermina Ramos- 


Harris 30Apr52 EU273172 


Library of Congress 
Copyright Office 





Ramos-Harris, Ethel Hermina. 


GONNA TALK TO MY LORD; w, m & © Ethel 
Hermina Ramos-Harris 26Mar53 EU309369 


Library of Congress S&S 
Copyright Office 





Ramos-Harris, Ethel Hermi 
I FOUND A PERFECT PITCH FOR LOVE; 
w, m & © Ethel Hermina Ramos-Harris 


5Aug53 EUS26055 


Ramos-Harris 


Library of Congress ® 





Ramos-Harris, Ethel Hermina. 


I WISH THAT DREAMS WERE PEOPLE; w, 
m & © Ethel Hermina Ramos-Harris 


14Sep53 EU330758 


Library of Congress @ 





Ramos-Harris, Ethel Hermina. 


IT'S A GOOD DEAL; w, m & © Ethel 
Hermina Ramos-Harris 6Apr53 EU310612 


Library of Congress ® 
Copyright Office 





Ramos-Harris, Ethel Hermina. 


THE MARY McLEOD BETHUNE PRAYER © w & 
m Ethel Hermina Ramos-Harris 4Nov49 
EU184120 


Library of Congress ee 


Copyright Office 





M1960 RAMOS-HARRIS, ETHEL HERMINA, 1905- 

.D359 There'll be a jubilee; words and music 

R3 written for the Delta Sigma Theta 
sorority, by Ethel Ramos-Harris, New 
Kensington, Pa., Ramos-Harris Music 
Pub. Co. Appl. states prev. reg. 20Apr53, 


EU312784. 75¢ © Ethel Hermina Ramos- 
Harris; 10May53; EP71408. 


Title. 


Library of Congress 
Copyright Office 





Ramos-Harris, Ethel Hermina. 

YOU'RE A LOVELY THING; w, m & © Ethel 
Hermina Ramos-Harris 17Aug53 
EU327594 


Ramos-Harris 


Library of Congress > 





fs . . 
ager gee 2 actos. Letra de 
a. eas Martin; fea de Jacinto Guerrerc 
Parte de epuneee dk © 29Nov25, D26923. 


—- 2Mar53, Imocencio Guerrero Torres 





Ramos Oliveira, Antonio, 1907— 

Politics, economics and men of modern Spain, 1808-1946, by 
A. Ramos Oliveira, translated by Teener Hall. London, V. 
Gollancz ltd, 1946. 


720 p. fold. map. 19™. 


1. Spain—Hist—19th cent. 2. Spain—Hist.—20th cent. 3. Spain— 
Eeon. condit. 1. Hall, Teener, tr. uw. Title. 


DP203.R3 1946 946.06 46-22635 
Pub. 19Aug46; 1c 16Oct46; author, London; AI 489. 


Library of Congress & (3) 





M1780 RAMOS PRADA, C 

2 MarilG; bolero [by] C. Ramos Prada. 

.R [For voice and piano, with instrumental 
cues] © Misica del Sur, Barcelona, 
Spain; 250ct50; EF0-6371. 


I. Title, 


APR = 6 195; 


Library of Congress @ 
Copyright Office 





Ramose. 


DT469 
M34D3_pavid- 


Bernard, Eugéne. 
... Ramose; ou, La vie aventureuse de Jean Laborde (1805- 


1878) Lettrines et culs-de-lampe par l’auteur ... Paris, Le 
Liseron 1946; 


202 p.,11. 19. (Bibliothéque de l'Institut maritime et colonial) 
Les Pionniers coloniaux. 


1. Laborde, Jean, 1805-1878. 2. French in Madagascar. 1. Title. 
DT469.M34D3 47-15911 


© 1Apr46; Editions Le Liseron; AF1879. 


Library of Congress @ (3) 





Ramoz, Cip Reno. 


THE DELLS OF ST. JULIA m Harry 
Hamann © w Cip Reno Ramoz 21Mayl,8 
EU131585 





Ramp, Byrle. 


THE BUGGY RIDE; w & m Henrietta Irwin 
Harrison arr Byrle Ramp © Henrietta 
Irwin Harrison 120ct53 EU334082 


Library of Congress oe 





Ramp, Byrle. 


A LEGACY; w & m Henrietta Irwin Harri- 
son arr Byrle Ramp © Henrietta Irwin 
Harrison 120ct53 EU334083 


Library of Congress ee 





Ramp, Byrle. 


LOVE SINGS TO ME; w & m Henrietta Irwin 
. Harrison arr Byrle Ramp © Henrietta 
Irwin Harrison 120¢ct53 EU334084 


Library of Congress eS 





RAMP, JOHN ©. 
John Ramp’s car-surance,. Folder. 


© 15Nov50; AA16930). 





RAMP (JOHN) INC. Gs 
[Follow up lotters respecting car 
service] Indianapolis, c1950.« 


JAN 3 0 1951 





[30 days letter] © l0ct50; 
AA16h 389 « 


RAMP (JOHN) INC. ©. cs 
{Pollow up letters reppecting car service] 


Indianapolis, 5 ts 





[60 days letter] © 10ct50; 
AAI6h 390. 


RAMP (JOHN) INC. © 
[Pollow up letters respecting car service] 


Indianapolis, c19 oe 


= 





[90 days letter] © 0ct50; 
AALGL3Z91« 


RAMP (JOHN) INC. Gy 
[Follow up letters respecting car service] 
Indianapolis, c195 “ 


” 





RAMP BUILDINGS CORPORATION ©. 
Planning the modern parking 
— New York, ae 


cAgR aL 


illus. @ 20Aug) 





RAMP safetye AA220)52e SEE 
National Safety Council, Chicago. 





RAMPA, Alfredo C., joint eins. SEE 
Soto Hall, Maximo. 
Atlas del Curso de geograffa ameri- 
cana. P6),28. 





Rampa, Alfredo César, joint author. 


SOTO-HALL, MAXIMO. 

Curso de geografia americana, de acuerdo 
con los programas del ciclo basico 

’ comun a los estudios de bachillerato y 
magisterio, y de las escuelas de 
comercio; tercer afio [por] M. Soto-Hall 
y| A. C. Rampa. [Buenos Aires, 1948] 
51 p. © Editorial Kapelusz & 
cia.; 31Mar48; AF10778. 


I, Rampa, Alfredo César, joint author. 
Il. Editorial Kapelusz & cia. 


Library of Congress 
Copyright Office 


egm/r 





RAMPA, Alfredo César 


see also 


César Rampa, Alfredo. 





Rampage; m Edward A, Finckel. © Herman 
Lubinsky, Newark, Ne Je; 18Febl,7; 
EU635113 » 


Library of Congress 
_ Copyright Office 





RAMPAGE © m William H. Smith 120ct49 
EU181709 





RAMPAGE; m & © George LaBanco 13Febp52 
EU264 324 


Library of Congress 
Copyright Office 





Rampage. 
2c Eager, Allen. 





Rampage, SEE Ernenwein, Leslie. 





Rampage in the Rockies. 


Green, Shoshone. 


@ mrm 4-8-46 





RAMPAGING MAMA; w & m Clyde Lynn © 
Brenner Music, inc. 7May52 EU275896 


Library of Congress 
Copyright Office 





Carlisle, Kathleen (Smith) 


... The rampant refugee ... New York, E. P. Dutton and 
company, inc., 1946. 


251 p. 213™. 


At head of title: By Kathleen Carlisle. 
“First edition.” 


() eoJan46; 2c <7Nov45; publisher; A684. 


I. Title. 
45—11298 


Library of Congress oe CT275.C29A3 
46h3, 920.7 





RAMPANTS of Italy. D unp. 10468. See 
Langone, Gina. 





RAMPART Productions, Inc. SEE 
Letter from an Unknown Woman. LP1916. 





RAMPART Production, Inc. SEE 
You Gotta Stay Happy. LP19)\. 





RAMPART ST. BOOGIE pt.1-2 Ow & m 
John Blue Taylor 30Sep49 EU180586- 
180587 


Library of Congress = 


Copyright Office 





Rampart Street. 


WEBBER, EVERETT. 
Rampart Street, by Everett and Olga 
Webber, [1st ed.] New York, 
E. P. Dutton. 318 p. © Everett 
& Olga Webber; 10Sep48; A25213, 


I. Webber, Olga, joint author. 


Library of Congress & gmc/pam 
Copyright Office 





Rampart street blues; w &m H. W. 
Nelms. @©@ Hugh [Walter] Nelms, 
Chicago; 1Dech6; EU57810. 





RAMPART STREET BLUES; w & m Irvin 
Lionel Reason © Irvin Lionel Reason, 
Melvin A. Mallory & Edwin C. Rober- 
son 24Apr50 EU201493 


Library of Congress &® 


Copyright Office 





RAMPART STREET BLUES; w& m. © 60ct23, 
E571708. R67986, 60ct50, J. Russel 
Robinson (A) 


Library of Congress 


Copyright Office 





E unpub. 8256 
Rampart Street boogie. 


Nelson, Davidson Cloudfield. 


& kec 6-10-),6 





RAMPARTS. SEE 
Porter, Gene (Stratton) 





The ramparts we guard. 


MACIVER, ROBERT MORRISON. 

The ramparts we guard. [The substance of 
the Weil lectures delivered before the 
University of North Carolina, Mar. 1949] 
New York, Macmillan. 152 p. ©Robert 
M. MaclIver; 14Feb50; A40836,. 


md/r 


Library of Congress @ 
Copyright Office MAR 1 4 1950 





RAMPAZZI, FELICE, 1910- 

Tina; mazurka; musica di F. Rampazzi. 
(With Calligaris, Giuseppe. Leopoldina) 
[Piano-conductor score (orchestra) and 
parts] © Casa musicale Giuliana, Edi- 
zioni Cergoli, Trieste; 1Jan53; EF0-18606. 


I. Title. 


Library of Congress & 
Copyright Office 





RAMPE, PAUL ALFRED, debeae TETHER 
CRAPTS COMPANY. SEE Tether Crafts 
Company. 





Ramphal, Cecil. E. 


DESERT MADNESS; m Louis Fobin w & © 
Cecil E. Ramphal 17Dec51 EU259132 


Library of Congress & 
Copyright Office 





Ramphf, Nathan. 
I'LL QUICKLY MAKE YOU MINE; w, m & 
© Nathan Ramphf 8May51 EU238017 


9” 


- 


y* 


Library of Congress 
Copyright Office 





Rampino, Charles Anthony. 


ALL I WANT FOR CHRISTMAS IS YOUR LOVE 
AND KISSES; w Frank Charles Viscuse 
m Charles Anthony Rampino © Frank 
Charles Viscuse & Charles Anthony 
Rampino 28Sep54 EU372236 


Library of Congress e 


Copyright Office 





_ Rampino, Charles Anthony. 

LET'S SIT THIS ONE OUT © w Frank 
Charles Viscuse m Charles Anthony 
Rampino & Iola Assunta Shetla 
19Jan49 EV154313 


Library of Congress 
Copyright Office 





Rampino, Charles Anthony. 


SOMEHOW I KNOW IT'S LOVE; w Frank 
Charles Viscuse m Charles Anthony 
Rampino © Frank Charles Viscuse & 


Charles Anthony Rampino 29Mar50 
EU198680 


Library of Congress 6 
Copyright Office 





Rampley, Lillian V. 


THERE'S A SONG DOWN IN MY HEART I LOVE 
TO SING m Leo & Hector Richard © w 
Lillian V. Rampley 27Jun49 EU171591 





Rampi jus: 


M1508 CHAPLIN, CHARLES, 1889- 

(Limelight) Avsked; valsen ur filmen 
Rampljus. Limelight. Svensk text: 
Ninita, musik: Charlie Chaplin. Stockholm, 
Reuter & Reuter, 3;- Appl. author: Reuter 
& Reuter forlags ‘ab, employer for hire of 
Ninita. [Swedish words] Appl. states prev. 
reg. 10Apr53, EU311559.; 15Mar53, 
EF; 29Jun53, EU. © on Swedish text; 
Bourne, ine,: 5 May58 (in notice: 1952); 
EF19196. 


Library of Congress Continued on next card) 
xM1508.9 





Rampi jus. 


CHAPLIN, CHARLES, 1889- 
(Limelight) Avsked, EF19196. (Card 2) 


I, Title. II. Title: Limelight. 
Ill. Title: Rampljus. [IV. Ninita] 


Library of Congress & xM1508.9 





Rampole Place. 


HOLT, ISABELLA, 
Rampole Place, [ist ed.] New York, 
Bobbs-Merrill [1952] 372 p. 
© Isabella Holt Finnie; 10Sep52; 
A70108, 


Library of Congress 
Copyright Office 





MT680 RAMPONI, GIACOMO, 1911- 
an La fisarmonica in orchestra; 
breve metodo di perfezionamento, 


[by] Giacomo Ramponi. 
Carisch, s.a., Milan; 16May7; 


EF3786. 
Zs Titie. 


Music Cat, 





RAM PULIA, Anthony Natale, joint 
author, Soap carving test. Aadl:):90. 
SEE Philadelphia, ‘Temple University, 
Depts of Psychology. 





RAMPULLA, Anthony Natale, joint 
author. Soap carving test. AA91190. 
SEE Temple University. Dept. of . 
Psychology. Testing Bureau. 





Ramquist, Al. 

M2146 HAWKINS, FLOYD W 

.H God has a thousand ways to answer every 
prayer; [by] Floyd W. Hawkins [words by] 
F, W. H. [Close score] © Al Ramquist; 
11Apr53; EP72234, 


I, Title. 


Library of Congress S 
Copyright Office 





Ramquist, Amos Homer 

0, to be home with thee; words by 
A. H. Ramquist, piano accompaniment 
by William 5. Coburn. 

Score: male voices and piano. 

© 5-31-46; A. H. Ramquist, Vashon, 
Washes; EU 2257. 





M2191 RAMQUIST, GRACE, comp. 

-C4R Children's day and Rally day program 
builder; recitations, exercises, acrostics, 
playlets, songs, compiled by Grace 
Ramquist [music by Floyd W. Hawkins, 
Eleanor Pankow and others] © Lillenas 
Pub, Co., a registered trade name of the 
Nazarene Pub. House, Kansas City, Mo,; 
no.3, 2Jan53; EP68878, 


I, Hawkins, Floyd W. II, Pankow, Eleanor. 
Ill, Title. 


Library of Congress @ xM2 191 


Copyright Office R2 





M2191 RAMQUIST, GRACE, comp, 

-C4R Children’s Day and Rally Day program 
builder; comp. by Grace Ramquist, songs 
by Haldor Lillenas and Virginia Rose 
Golden. Kansas City, Mo., Lillenas Pub. 
Co. © Haldor Lillenas; no.2, 18Apr49; 
EP36136, 


I. Lillenas, Haldor, 1885- II. Golden, 
Virginia Rose. III. Title. 


Library of Congress 
Copyright Office id) 





Ramquist, Grace, jt. pe: 
Children's Bay and Hally day pro- 
gram builder. 


see 


Jones, Winnifred, comp. 


S afpl-9-l,7 





M2191 RAMQUIST, GRACE, comp. 

-C5R Christmas program builder; recitations, 

no.5 dialogues, acrostics, pageants [and] 
songs, compiled by Grace Ramquist. 
© Lillenas Pub. Co., Kansas City, Mo.; 
no.5, 19Jun51; EP55567. 


I, Title. 


Library of Congress 
Copyright Office 





RAMQUIST, GRACE, comp. 

Christmas program builder; recitations, 
exercises, readings, dialogues, drills and 
songs, comp. by Grace Ramquist, Haldor 
Lillenas and Wendell Lillenas. Kansas 
City, Mo., Lillenas Pub. Co. © Haldor 
Lillenas; no. 3, 30Sep47; EP40156. 


L Lillenas, Haldor, 1885- joint comp. 
Il. Lillenas, Wendell, joint comp. 
III. Title. 


Library of Congress 
Copyright Office S 





M2191 RAMQUIST, GRACE, comp. 

C5 Christmas program builder; recitations, 

-R exercises, readings, playlets, tableaux, 
comp. by Grace Ramquist. Haldor Lil- 
lenas, music editor. Kansas City, Mo., 
Lillenas Pub. Co. © Haldor Lillenas; 
no.4, 3Aug49; EP39316. 


I. Lillenas, Haldor, 1885- ed. 
II. Title. 


Library of Congress 
Copyright Office 





M2191 RAMQUIST, GRACE, comp, 

CSR. Christmas program builder; recitations, 

no.6 dialogues, acrostics, pageants [and] songs, 
compiled by Grace Ramquist, © Lillenas 
Pub. Co., Kansas City, Mo.; no.6, 
17Jun53; EP72302, 


Loe 1. Ste, 


Library of Congress eS 


Copyright Office 





M2191 RAMQUIST, GRACE, comp. 
Christmas program builder; recitations, 
~ dialogues, exercises, plays, readings 
[and] songs, compiled by Grace Ramquist. 
© Lillenas Pub. Co., Kansas City, Mo.; 
no.7, 11Jun54; EP81627. 


I, Title. 


Library of Congress ae 





RAMQUIST, GRACE, compe. SEE 
Christmas program handbook now 2. 





M2191 RAMQUIST, GRACE, 

.H2R The Conqueror; an Easter service in 
reading and song, by Grace Ramquist. 
15¢ © Lillenas Pub, Co., Kansas City, 
Mo,; 2Jan53; A78617, 


I, Title, 


Library of Congress 
Copyright Office 





M2191 RAMQUIST, GRACE, comp, 

-H2R Easter program builder; recitations, 

no,4 dialogues, acrostics, exercises, drills, 
-plays [and] songs, compiled by Grace 
Ramquist [music by Harry Dixon Loes, 
Haldor Lillenas and others] © Lillenas 


Pub. Co., Kansas City, Mo.; no.4, 9Jan52 
(in notice: 1951); EP60422, 


I, Loes, Harry Dixon, 1892- II, Lillenas, 
Haldor, 1885- Il. Title. 


Library of Congress & 
Copyright Office MAR 17 1952 





M2191 RAMQUIST. GRACE, comp. 

. E2R Easter program builder; recitations, 
exercises, readings, playlets, compiled 
by Grace Ramquist; Haldor Lillenas, 
music editor, Kansas City, Mo., 
Lillenas Pub. Co. © M. Lunn; no. 3, 
8Feb50; EP44623. 


I, Title. [II. Lillenas, Haldor, 1885- 


Library of Congress ® 
Copyright Office 





M2191 RAMQUIST, GRACE, comp. 

-E2R Easter program builder; recitations, 

no.5 dialogues, exercises, readings, plays 
[and] songs, compiled by Grace Ramquist 
[music by Floyd W. Hawkins, Haldor 
Lillenas and others] © Lillenas Pub. Co., 


Kansas City, Mo.; no.5, 1Jan54; EP77370, 


I. Hawkins, Floyd W. Il. Lillenas, Haldor, 
1885- Ill, Title. 


Library of Congress o 





Ramquist, Grace, comp. 

Easter program der now 2 eee 
compiled by Graca Ramquist, Haldor 
Lillenas [and] Wendell Lillenas. Kan- 
aac Mo., Lillenas publishing co., 
cl 

56 p. incl. music. 23cm. 


© Haldor Bates Tuscumbia, Mo.; 
1Pebl;7; AA53833. 


vf 25dul)7 





M2191 RAMQUIST, GRACE, 

-C5R Let us adore Him; a Christmas service in 
reading, pantomime and song, by Grace 
Ramquist. 15¢ © Lillenas Pub. Co., 
Kansas City, Mo.; 1Jul52; AA218911. 


I, Title. 


Library of Congress & 
Copyright Office 





M2198 RAMQUIST, GRACE, comp. 

eR167 Missionary program builder; choice 

M5 material for the service or program in 
which the cause of missions is emphasized, 
compiled by Grace Ramquist. © Lillenas 
Pub. Co., Kansas City, Mo.; no.2, 19Apr54; 
EP80282, 


I, Title. 


Library of Congress @ 





M2198 RAMQUIST, GRACE, comp, 

-R167 Missionary program builder; responsive 

- M5 readings, installation services, dedication 
of sacrificial boxes, readings and poems, 
plays and exercises, songs, compiled by 
Grace Ramquist. © Lillenas Pub, Co., 
Kansas City, Mo.; no.1, 27Nov51; 
EP59546, 


I, Title, MAR 17 1952 


Library of Congress 
Copyright Office 





M2191 RAMQUIST, GRACE, comp. 

-M6R Mother's Day and Father's Day program 
builder; recitations, exercises, readings 
[and] songs, compiled by Grace Ramquist 
[music by Floyd W. Hawkins, Harry 
Dixon Loes and others] [Principally 
hymns, with music] © Lillenas Pub. Co., 
Kansas City, Mo.; 13Feb51; EP53337. 


I, Hawkins, Floyd W. IL. Loes, Harry 
Dixon, 1892- Ii, Title. 


Library of Congress MAY 4 - 1, 
Copyright Office : 





M2191 RAMQUIST, GRACE, comp. 

-M6R Mother's Day and Father's Day program 

no.2 builder; recitations, exercises, acrostics, 
readings [and] songs, compiled by Grace 
Ramquist [music by Dale Asher Jacobus, 
Eleanor Pankow and others] [Principally 


hymns, with music] © Lillenas Pub. 
Co., Kansas City, Mo.; no.2, 1Jan54; 
EP77371, 


I, Jacobus, Dale Asher, II, Pankow, 
Eleanor. III. Title. 
Library of Congress 





RAMQUIST, GRACE. 

Teen-age etiquette, by Grace 
Ramquist. Chapter 11 prepared by 
Emma Lunn. 85 p. © Zondervan 
Pub. House; 7Dec53; A119621. 


I. Zondervan Publishing House. 


1fk- 
Library of Congress 


Copyright Office 





M2191 RAMQUIST, GRACE, comp. 

.E2R Wonderful Saviour; an Easter service for 
the church school, arranged by Grace 
Ramquist [music by Harry Dixon Loes 
and others] [Principally hymns, with 
music] 15¢ © Lillenas Pub. Co., trade 
name of the Nazarene Pub. House, Kansas 
City, Mo.; 1Mar51; EP53338. 


I, Loes, Harry Dixon, 1892- Il. Title. 


MAY 2 ~ 3 
Library of Congress «e AY 4 1959! 


Copyright Office 





RAMQUIST, GRACE BESS, comp. 
Christmas program handbook, no. Is 
recitations, dialogues, exercises, 
readings, one-act plays. Grand 
Rapids, Zondervan. 32 pe © Zon=- 
dervan Pub. House; 30Sep52; 
AA2Z25457. - 





RAMQUIST » GRACE BESS, 
Skits and st Naga ap Raga and 
achool, nos 2, © Zon» 


dervan Pub. iaent 1 Beostehs 
A165761. 





AA 
0159 Ramquist, Grace Bess, 1907= 
Skits and readings for church and 
school, by Grace Ranquist, Grand 
Rapids, Zondervan pub, house [e196] 
pamphiet (76p.) 20cm. 


© 1029-6; 2:6 12-16-6; Zondervan 
ublishing house, Grand Kapids; AA 
0159 


afp 1=21-):7 





Ramquist, Grace Bess (Chapman) 


CHAPMAN, JAMES BLAINE. 

The wit and wisdom of J. B, Chapman, 
unusual stories Dr. Chapman told, 
comp. by Grace Chapman Ramquist, 

72 p. © Zondervan Pub. House, 
Grand Rapids; 18Jun48; A25096. 


I. Ramquist, Grace Bess (Chapman) 
II, Zondervan Publishing House. 





Remras, Josephe 
The simplified "F" cleff musical steff. 
5 l. 


Typewritten 
_ Lecture 
© ic 11-1-46; Joseph Ramras, Brooklyn; C 957. 


e 


oe el 1-2-47 





RAMRATH, KONRAD, 1880- 

Morgenlied der Jager; [words by] Ludwig 
von Wildungen, Weise: Joh, Rud. Zum- 
steeg, Satz: Konrad Ramrath. (Leuckart 
Chorblatt, Nr.187) [Score: TTBB and 2 
optional horns] © on arrangement; 


F, E, C, Leuckart, Miinchen; 1Nov51; 
EF 0-12264, MAR 2 7 
? 1982 
I, Zumsteeg, Johann Rudolf, 1760-1802, 
Il. Title, 


Library of Congress e 
Copyright Office 





RAMROD. Harry Sherman Pictures, Inc., 1947. 94 min., 
sd., bkw., 35mm. Based on the novel of the same 
title by Luke Short [pseud. of Frederick Dilley 
Glidden] 

Credits: Producer, Harry Sherman; director, 
Andre de Toth; film editor, Sherman A. Rose; 
screenplay, Jack Moffitt, Graham Baker, and 


Cecile Kramer; director of music, Rudolph Polk; 
music composed and conducted by Adolph Deutsch. 
Casts Joel McCrea, Veronica Lake, Donald Crisp, 
Don DeFore, Preston Foster, Arleen Whelan, 
Charlie Ruggles, and others. 

oreaedy Sherman Pictures, Inc., 
Hollywood; 2May47; LP976. 





RAMROD FROM HELL. SEE Ernenwein, 
Leslie. 





RAMROD MAIN TITLE m Adolph Deutsch 
© Harry Sherman productions, inc. 


8Julh7 EU83573 





Rams, Edwin M. 


MOMENTS WITH YOU © w & m Edwin M. Rams 
21Sep48 £U143760 





Rams, Edwin M. 


PLEASE BELIEVE ME © w & m Edwin M,. Rams 
4AughB EU141938 


Library of Congress & 
Copyright Office 





Rams' fight song. 
tXeePalmer, James L. 





RAMS..for hand operated and power-dri- 
ven systems. KKIS87,. SEE Black- 
hawk Manufacturing Co. 





THE RAM'S SONG; w Sammy Cahn m Jule 
Styne © Edwin H. Morris & Co., inc. 
7Feb51 EU228747 


Library of Congress 
Copyright Office 





RAMS WITHOUT HORNS. DU345)5. SEE Goodman, 
David Zelag. 





Ramsak, Joseph Carl, 1921- 
Perhaps; words J. C. Ramsak. 


For..vedceand.piane-and—ehord—symbolss 
2 Se Je C. Kamsak, Joliet, I11.3 
al” 


2065. 





RAMSAUER, CARL, 

Grundversuche der Physik in historischer 
Darstellung. 1. Bd.: Von den Fallgesetzen 
bis zu den elektrischen Wellen. Berlin, 
1953. 185 p. illus. © Springer-Verlag 
OHG.; 2Jan53; AFO-10296, 


I, Springer-Verlag OHG., Berlin. 


Library of Congress 
Copyright Office 





RAMSAUER, Richard, illustrator. SEE 
Schane, Helen Alfaretta. 
Winky. JP6068. 


& JAN 1 6 1950 





Ramsaur, Hugh Wilgus, .1900- 
Altars to the moon, by Hugh Wilgus Ramsaur. Mill Valley, 
Calif., New York, N. Y., The Wings press, 1946. 


66 p. 233™. 
Poems. 


© 5Julh6; publisher, Mill Valle 
Cali?.; AlBS8. F fe 


I. Title. 
46-18897 


Library of Congress PS3535.A439A7 
ey (3) 811.5 





RAMSAY, ALICE (HARVEY) 
SEE Harvey, Alice. 





Ramsay, Alicie, source author. 
A daughter of the 01d South. 


See 


A DAUGHTER OF THE OLD SOUTH. 


" eog 8-25-46. 





RAMSAY, ALLAN 
SEE Vene, Ruggero, 1897- 
Peggy 





Ramsay, Anne Marshall. 


Unions and veterans, by A. M. Ramsay, including a directory 
of leading unions, and illustrations by Bernard Seaman. Wash- 
ington, D. C., Public affairs press ,1946, 


cover-title, 32 p. illus. 23, 


© 1-8-6; 2c 2- he 29; Public affairs 
press, Washingtor AA 530. 


1. Trade-unions—U. 8S. 2. Veterans—t. S. x. Title. 
46-5142 


Library of Congress & HD6508.R26 
83 831.880973 





Ramsay, Astrid Florence Cornelia (Oker - 
lund) 1902= 
Note games for piano beginner. 


Philadelphia, Oliver Ditson company 
20 pe 50¢ 


© a3auass; publisher; EP8166. 
i. Titles 





official only. 
y of Co & Music cat. 
ight Office 


RAMSAY, Bertrand P., joint . 
author. Demonstration lectures 
in physics. £A56),07. SEE Webb, 
William Ss, 





RAMSAY, Bertrand P., joint author. 
Demonstration lectures in physics; 
lecture outline and record sheet. 
44117967. SEE Webb, William Ss, 





RAMSAY, Bertrand P., joint author. 
Hints for demonstration lectures in 
Physics. Vol. I, sere A. to E and 
Pl. AAGO889. SEE Webb, William S. 





RAMSAY, pornos 


Low a. 
101 Christian cartoons. 


A 
field, Mo., Independent 
1 Vea *© hsunk; sanaooahe 





RAMSAY, CLINTON STUART LOWNDES ©. 
Suggest tea as a beverage!’ [Three il- 
lustrations of waitress serving 
couple} Reproduction of drawing. 
© 17Feb50; K25759~ 





Ramsay, Don. 


LONELY; w, m & © Don Ramsay 8Jun54 
EU360861 


Library of Congress eS 


Copyright Office 





Ramsay, Don. 


PRAY FOR PEACE; w, m & © Don Ramsay 
3Dec51 EU257812 


DEC 2 8 195) 


Library of Congress & 
Copyright Office 





M1978 RAMSAY, DON, 1887- 

.P4R Pray for peace; by Don Ramsay. Boston, 
Blue Bird Music. [For voice and piano 
or organ] Appl. states prev. reg. 30Nov51, 
EU257812. © Don Ramsay; 5Mar53; 
EP70262, 


I, Title, 


Library of Congress 
Copyright Office 





Ramsay, Don. 


THAT DIXIELAND WALTZ; w, m & © Don 
Ramsay 4Sep51 EU249000 


Library of Congress 
Copyright Office 





Ramsay, Don. 


SWEET SHEILA O'SHEA; w, m & © Don Ram- 
say Q9Apr51 EU234769 


Library of i eS 





Ramsay, Don. 


YOU WALKED INTO MY DREAMS LAST NIGHT; 
w, m & © Don Ramsay 9Apr51 EU234768 


Library of Congress 
Copyright Office @& 





Ramsay, Don Charles. 
—————— 

How do you like it? ‘w Don Charles 
Ramsay, m Se C. Hatch. @ Simeon 
Coleridge Hatch, Chicago; 15Aprl7; 
EU71900. 


Library of Congress 
Copyright Office 





M1630 RAMSAY, DON HOWARD, 1887- 
on I laughed to hide my tears; lyric & melody 
R by Don Ramsay. Boston, Blue Bird 
Music; selling agent, H. N. Homeyer, 
Boston. © Don Howard Ramsay; 24Sep49; 
EP41407. 


I. Title. 


Library of Congress 
Copyright Office & 





Ramsay, Don Howard. 


MY HOME IN THE OLD BAY STATE Ow & m 
Don Howard Ramsay 5Jul49 EU171934 


Library of Congresa 


Copyright Office 





M1630.2 
eR 

Ramsay, Don Howard. 
My Trish Eileen; lyric ... by’ De 

Ramsay. Boston, Blue bird musice 35) 
© BMarl.6; composer, Boston; EP3091. 
For voice and piano, with chord 

symbols. 


I. Title. 


Stiidis ik Cheeni @ Music cat. 
Copyright Office 





Ramsay, Don Howard. 

Theretii never be anothers; lyric ... 
by D. Ramsaye Boston, Blue bird music. 
© 27dech5; 2c Z0Decl5; composer, 

Boston; EP110. 
For voice and piano, with chord 
symbols. 


2 Title. 


Library of Congress ¢ Music cat. 
Copyright Office 





Ramsay, Dorothy Elizabeth. 


JUST THE LITTLE THINGS; m James 
Charles McNeil w & © Dorothy Eliza- 
beth Ramsay 26Feb51 EU230918 


Library of Congress 
Copyright Office 





Ramsay, Ernestine Smith, pseud. see Flack, 
John Brooks, 1899 


va 4=9=47 — 





AA 11209 


Ramsay, Ernestine Smith. 

The etiquette of the engagement and wedding ee. 
by Ernestine Smith Ramsay. Syracuse, N. Y., 
Keepsake diamond rings, c1946. 

pamphlet (15 p.) illus. 23 1/2cm. 


© 4-6-46; 2 c 4-24-46; Keepsake diamond rings, 
A. H. Pond co., inc., Syracuse, N. Y-; AA 11209. 


vf 5-7-46 





Ramsay, Eugene Spurgeon. 


DANNY O'TOOLE, THE FLYING FOOL; 
w, m & © Eugene Spurgeon Ramsay 
25Sep50 EU216371 


Library of Congress ¢ 
Copyright Office 





RAMSAY, BUGENE SPURGEON © 
Danny O'Toole, the flying fool. 
{Cartoon character; aviator in 
airplane) Drawing. © 25Sep50; 
GU17060. 





HEE A RE REO w & m 
Eugene Spurgeon [Remsay Feb)8 
EU11556i, 


Library of Congress 
Copyright Office oe 





Ramsay, Eugene Spurgeon 
LL TRY © w&m Eugene Spurgeon 
Ramsay 28Jan48 EU114166 





M1630 RAMSAY, EUGENE SPURGEON, 1918- 
You taught me to love again; lyrics by Jay 
Hathaway [pseud.] music by Gene Ramsay. 
[Melody, chords in treble clef, and chord 
symbols] © Cessna Music Co., New York; 
17Sep54; EP83436. 


I, Title. [Il. Branch, Virginia E., 
1918- ] 


Library of Congress @ 





RAMSAY, GENE. SEE 
Ramsay, Eugene Spurgeon, 1918- 


EP83436 


Library of Congress & 





RANSAY, GEORGE BRUCE, SER 
Commercial bulletins 


e MAR 1 2 1951 





RAMSAY, HAROLD, ed. 

Robbins-Engel series of movie music 
for piano or organs SEE Robbins- 
Engel series of movie music for 
piano or organs 





Ramsay, Iduma Walker. 
DADDY; m James Charles McNeil w & 


© Iduma Walker Ramsay 25Sep50 
EU217280 


Library of Congress €& 


Copyright Office 





M1630 RAMSAY, ISABELLE S 

2 Did I ever tell you? Words and music by 

oR Isabelle S. Ramsay. Detroit, Ramsay 
Music Publishers. © Isabelle Ramsay; 
27Jun52; EP63555. 


I. Title. 


Library of Congress 
Copyright Office 





Ramsay, James Doyle. 


THE ONLY TIME I CRY; w, m & © James 
Doyle Ramsay 17Jan51 EU226232 


Library of Congress 
Copyright Office 





RAMSAY, JOHN. 

American potters and pottery. 
New York, Tudor Pub. Co. 30h p. 
illus. © John Ramsay; 15Decl7; 
on illus.; A168h7. 


Library of Congress oe 


Copyright Office 





Ramsay, John. 


ML50 QUILTER, ROGER, 1877- 

-Q48W5 Where the rainbow ends; a play by Clifford 
Mills and John Ramsay, with music by 
Roger Quilter. (F[rench's] a[cting] 
e[dition] no.1551) [Libretto] © Samuel 
French, ltd., London; 26QOct51; DF218. 


I, Mills, Mrs, Clifford. Il. Ramsay, John. 
Ill. Title. 


Library of Congress bs 
Copyright Office 





RAMSAY, JOHN, pseud. SEE Owen, Reginald, 





Ramsay, John Leslie. 
A honey of a song; w J, L. Ramsay, m 
Lew [is e4, Louis] Tobin. © John 


Leslie Ramsay, Quincy, Masss;} 22Aprh73 
EUL9702. 


Library of Congress e 


Copyright Office 





RAVSAY, LADY PATRICIA. 

Hydrangeas. Col. reproduction 
of painting. 2); 1/2 x 18 in. © 
Pallas Gallery, ltd., London; 
1Sepk7; KF11925. 





Ramsay, Percy E lyricist. 
eRoss, Dick. Welcome little chicken. 





RAMSAY, Robert E. SEE 
Effective direct advertising. R291. 





RAMSAY, ROBERT E.. Effective house 
organs. © 30Jan20, A559631; 
R25709, 13Novl:7; Robert E. Ram- 
say (A) 


Library of Congress @ 


Copyright Office 





RAMSAY, Robert L. SEE 
Short stories of America. R159. 





RAMSAY, ROBERT LEE, 
The place names of Franklin County, 
Missouri. 55 p. © Curators of 
the University of Missouri; 27Apr54; 


A137837. 


I. Missouri. University. Curators. 


Library of Congress © Y fom 


Copyright Office 





Ramsay, Rose Refd. 


YOU'RE LIKE A BEAUTIFUL SONG; w & m 
Rose Reid Ramsay m Roberta Adele 
Russell © Rose Reid Ramsay & 
Roberta Adele Russell 14Nov50 
EU221129 





Ransaye, Terry, od. 
Fame. 197 ed. Quigley pub. 
co., New York; aJanl;7; 4433057. 








SEE Fame. 3950. 





RAMSAYE, Terry, ed. SEE Fame. 


AA79934, 





Ransaye, Terry, ede 

International motion picture almanac 
[19h5-l.6; 1946-7] Edited by Terry 
Ramsaye, George Schutz, associate, 
ea Quigley publications [19)5- 
194.6 : 
2 Ve 23 igfae*. 


© 195-6 ed., 27Novli5, 2c 8Jank6 
A220; 1946-7 ed., 15Seph6, 2c 29Augh6,: 
AZ944; Quigley publishing co., New York. 


29-8664 


Lib of Congress 
Copyright Office © 110cth6 





RAMSAYE, Terry, ed. SEE International 
motion picture almanac, 19):8-))9, 
AA97381. 





RANSAVE, Terry, ed. SEE International 
motion picture almanac. 191;9«50. 
AAI28ll26 ns 





RAMSAYE, TERRY. 
A million and one nights. 2 v. 
© 250¢et26; A949893. Terry Ram-~ 
saye (A); 9AprShs; R128868. 





RAMSBERGER, JACK. 
How to make publicity work, “py 
York, Reynal & Hitchcock, i25 
© Jack Ramsberg ger; 11Febh8; pene Se 


Library of Congress @ 
Copyright Office 





Ramsbotham, Alexander. 


M2099 POWER, LIONEL, 15th cent. 

. L8P Sanctus; [by] Lyonel Power, transcribed 
from the Old Hall manuscript by Alex- 
ander Ramsbotham, edited for practical 
music-making by Percy Aldridge 
Grainger [and Dom Anselm Hughes] 
New York, G. Schirmer. (English Gothic 
music, octavo no. 9873) [Voice score: 
ATB or TTB, with organ reduction] 16¢ 
© on editing; Percy Aldridge Grainger; 
9Jun50; EP50131. 


DEC 1 8 195) 
Library of Congress : 
Copyright Office (Continued on next card) 





POWER, LIONEL, 15th cent. 
Sanctus. EP50131, (Card 2) 


I. Title. [II. Ramsbotham, Alexander. 
Ill, Grainger, Percy Aldridge, 1882- 
IV. Hughes, Anselm, Father, 1889- 


xM2092. 3 
xM2093; 3 


Library of Congress 
Copyright Office 





Ramsbottom, Harold. 


ROSE OF YESTERDAY; w L. Wolfe Gilbert, 
m Harold Ramsbottom, © 9Dec25, 
31Dec25; E630081, E634022, R121711- 
121712; 7Dec53; L. Wolfe Gilbert & 
Harold Ramsbottom (A's) 


Library of Congress @ 


Copyright Office 





Ramsbottom, Harold. 


ROSE OF YESTERDAY; w L. Wolfe Gilbert, 
m Harold Ramsbottom. © 9Dec25, 
E630081. R103524, 9Dec52, L. Wolfe 
Gilbert (A) 


Library of Congress 
Copyright Office & 





Ramsbottom, Harold. 


ROSE OF YESTERDAY; w L. Wolfe Gilbert, 
m Harold Ramsbottom. © 31Dece25, 
E634022. R104617, 31Dec52, L. Wolfe 
Gilbert (A) 


Library of Congress 
Copyright Office 





Ramsdell, Edward Neil. 


L-O-V-E m James Alexander Brennan © w 
Edward Neil Ramsdell 25Jul49 
EU174066 


Library of Congress & 


Copyright Office 





Rarisdell, Edward Neil. 


VIOLA; m James Alexander Brennan w & 
© Edward Neil Ramsdell 9Aug50 
EU211825 


Library of Congress & 
Copyrigh 


t Office 





RAMSDELL, EDWARD THOMAS. 
The Christian perspective. New York, 
Abingdon-Cokesbury Press, 218 p, 
© Pierce and Smith; 10Apr50; A42827. 


I. Pierce and Smith, 


Library of Congress 
Copyright Office 





DELL, PRANCES H, 

sentials for English; a manual 

and a drill-book,. [Form A] 

[Rev, ed.] New York, Scribner. 

427 p. © on additions & revisions; 
Charles Scribner's Sons; 2l1Jan53}; 
A82790. 


1 SCRIBNER'S (CHARLES) SONS, 2 TITLE THRU 


j ENGLISH, 





RAMSDELL, FRANCES He 
Essentials for Englishy a manual and 
a dritiebook,. 7 pe © Charles 
Seviinestn Sons, New Yorks 21Apr/;9; 
AAL171L:7.« 





RAMSDELL, FRANCES He 
Bssentials for English; a manual 
and a dpillebook. Teacher's 
key to tests, form As 1 Vs 
© Charles Scribner's Sonsz 
26augh93 AALZO7I:. 





RAMSDELL, FRANCES H. 
Essentials for English; a manual 
and a drill-book. Form B. 
New York, Scribner's. 29 p. 
© on new matter; Charles Scribner ts 
Sons; 26pec51; AA205)\28. 





AA 
26227 Ramsdell, Harrison A 
Enter education «- exit war; a nine- 
point blueprint for a world education 
department, New York, William-Frederici 
press, 194.6. 
pamphlet (16 p.) 22 1/2em, 


© 9-12-16; 2 ¢ 10-22-16; Harrison A. 
Ramsdell, Evansville, Wis.; AA 26227. 


re afp 11<2641,6 





Ramsdell, Jane. 


M1630 HALL, DAVID. 

ys Do I love you? Words by Jane 

eH Ramsdell, music by David Hall. 
© Nordyke Publishing Co., Holly- 
wood, Calif.; 26Marl8; #P25966. 





RAMSDELL (LEE) AND COMPANY, INC. 
A new type of therapy for respira« 
tory problems in es KK834,17¢ 
SEE AireShields, inte 





RAMSDELL (LEE) AND COMPANY, INC. 
To save the breath of life. 
KK85122. SEE AireShields, inc. 





Ramsdell, Lewis Stephen, joint author. 


KRAUS, EDWARD HENRY. 

Mineralogy; an introduction to the study of 
minerals and crystals [by] Edward Henry 
Kraus, Walter Fred Hunt [and] Lewis 
Stephen Ramsdell. 4thed, 664p. illus. 
© on additions & revisions; McGraw-Hill 
Book Co., inc., New York; 16Aug51; 
A57914, 


I, Hunt, Walter Fred, joint author. 
II, Ramsdell, Lewis Stephen, joint author. 
Ill, McGraw-Hill Book Co., inc. 


Library of Congress 
Copyright Office SEP 11 1954 


vp/r 





Ramsdell, Marie Louise. 


SONGS TO ENJOY; w, m & © Marie Louise 
Ramsdell 4Nov54 EU376552 


Library of Congress e& 


Copyright Office 





Ramsdell, Richard LeRoy. 


DO I DARE SAY I LOVE YOU; w Doris Jane 
Philbrick m Richard LeRoy Ramsdell 
© Doris Jane Philbrick & Richard Le- 
Roy Ramsdell 7Apr52 EU270516 


Library of Congress & 
Copyright Office 





Ramsdell, Richard LeRoy. 

MY VAGABOND HEART; w Doris Jane Phil- 
brick m Richard LeRoy Ramsdell © 
Doris Jafie Philbrick & Richard LeRoy 
Ramsdell 7Apr52 EU270515 


Library of Congress @ 
Copyright Office 





RAMSDELL, ROBERT CHARLES ©, 
Your Rochester guide; where to stay, 
where to dine, where to shop, what 
to do, in Rochester, Minnesota, 


48 pe © 13Feb505 AALU527h. 


& MAR 30 1950 





Ramsdell, Roger Wearne, joint author. 


EBERLEIN, HAROLD DONALDSON. 

The practical book of chinaware, 
by. Harold Donaldson Eberlein and 
Roger Wearne Ramsdell, [Rev. ed,] 
320 p. illus. © J. B. ont 
cott Co., ieee pg. JAugito; 
on revisions; A24584, 


I. Ramsdell, Roger Wearne, joint author. 
II. Lippincott (J. B.) Co, 


Library of Congress eS HB/pam 
Copyright Office 





Ramsdéll, Russell G. 


I'M TIRED OF MOUNTAIN WOMEN © w & m 
William Conrad Wilhelm & Russell 
G. Ramsdell 5May49 EU166413 


Library of Congress o 
Copyright Office 





RAMSDEN, Alice May. SEE Ramsden'ts. 





RAMSDEN, CAROLINE, 
Racing without tears; with drawings by 
Marguerite Steen, and a foreword by 
Lord Willoughby de Broke. London, 
R, Hart-Davis, 1952. 92p. © Caroline 
Ramsden; 14Nov52; 2c 12Dec52; AI0-2715. 


Library of Congress 
Copyright Office 





Ramsden, Charles K. 


M142 BLAND, JAMES A 1854-1911. 

.-H3B Carry me back to old Virginny, by 
James A. Bland, arr. by Charles K. 
Ramsden. For the Hawaiian guitar 
in both the A major-low-bass tun- 
ing and E major tuning. © Ray 
Meany, Golden Gate Publications & 
Conservatory of Music, Oakland, 
Calif.; 28Aug48; on arrangement; 
EP29580. For guitar, with words; 
also ukulele diagrams and chord 
symbols. 


I. Ramsden, Ch rles K.), arr. Tis 
Library of Congress Title. 


Copyright Office 





Ramsden, Charles K. 

M142 HANBY, 45 R 

-H3H Darling Nelly Gray, by B. R. Hanby, 
arr. by Charles K. Ramsden. For 
the Hawaiian guitar in both the A 
major-low-bass tuning and E major 
tuning. © Ray Meany, Golden Gate 
Publications & Conservatory of 
Music, Oakland, Calif.; 28Aug48; 
on arrangement; EP29582. For gui- 
tar, with words; also ukulele dia- 
grams and chord symbols. 


Title. 


I. Ramsden, @ Yrles K., arr. II. 


Library of Congress 
Copyright Office 





AS}? 
AN Dis dg 


Cast 
Guitar 
tinal ; 
Bock il 
tte Oy we ee - ny 3 . chit). 
TlOUlUe ¢ 2) 9 mada QUOI © 





RAMSDEN, CHARLES Ko YU, Marin City, 
Calif, 
Guitar 


hook 


See 
notvic 





M142 RAMSDEN, CHARLES K 

-H3R She'll be coming round the mountain, 
arr. by Charles K. Ramsden. For 
the Hawaiian guitar in both the A 
ma jor-low-bass tuning and E major 
tuning. © Ray Meany, Golden Gate 
Publications & Conservatory of 


Music, Oakland, Calif.; 28Aug48; 
on arrangement; EP29581. For gui- 
tar, with words; also ukulele dia- 
grams and chord symbols. 


I. Title, 
Library of Congress & 
Copyright Office 





M142 RAMSDEN, CHARLES K 

-H3R Tropic tradé.winds, arr. and written 
by Charles K. Ramsden. For the Ha- 
waiian guitar in both the A major- 
low-bass tuning and E major tuning. 
© Ray Meany, Golden Gate Publica- 
tions & ao oe Music, Oak- 


land, Calif.; 28Aug48; EP29579. 
For guitar, with words; also 
ukulele diagrams and chord symbols. 


I. Title. 





Ramsden, Evelyn, tr. 


FREUCHEN, PETER. 

The law of Larion, as translated from the 
Danish by Evelyn Ramsden. New York, 
McGraw-Hill [1952] 313 p. © on 
translation; Peter Freuchen; 1Apr52; 
A66574. 


I, Ramsden, Evelyn, tr. 


Library of Congress 
Copyright Office 





Ramsden, Evelyn, tr. 


HOEL, SIGURD. 

Meeting at the milestone. Translated from 
the Norwegian by Evelyn Ramsden. 
London, 1951. 284 p. © Martin Secker 
& Warburg ltd.; 30Aug51; 2c 25Jan52; 
AI0-1792, 


‘I, Ramsden, Evelyn, tr. 
Il. Secker (Martin) and Warburg Itd., London. 


9 6 AQ 
wer ii 


. md/r 
Library of Congress / 
Copyright Office 





RAMSDEN'S. 
Skier's handbook. 1947. 1 ve 
© Alice May Ramsden, d.b.a. 
Ramsden's, Los Angeles; 15Jun7; 
AA56532. 





Ramseier, Paul, Jr. 


THE LEAF AND THE WIND; m & © Paul 
Ramseier Jr. 17May54 EU358204 


Library of Congress @ 
Copyright Office 





RAMSELL MANUFACTURING COMPANY ©, 
Think of it, you cantt lose. 0 o/o 
profit, even on samples. Order 
this window Paint-Shield. 
(Liquid masking tape) Folder. 
Appl. author: William H. Ramsell. - 
© 15dan53; KK86139. 





RAMSEN, ALy pseuds SEE Abramsen, Alvan Hs 





RAMSEN, HALSZY EDMUND, 
Case problems in supervisory 
management. 73 1. © Halsey Ed- 
mund Ramsen; 1lJul52; AA223969. 





Ramses. KKi199. See Schmid 


(Julius) ine. 





RAMSES FLEXIBLE CUSHIONED DIAPHRAGM. 
KK82701. SEE Schmid (Julius) inc. 





Ramses, information for patients 
supplementing physician's 
instructions, SEE Schmid 
(Julius) inc. 





RAMSES, instructions for patients. 
4056940. SEE Schmid (Julius) inc. 





RAMSES rubber prophylactics. KK6379). 
SEE Schmid (Julius) inc. 


e 





Ramses vaginal jelly. 
see 


Schmid (Julius) ihe. 


zer 12-11-16 





RAMSET FASTENERS, INC. ©.. 

For new ease, speed, utility, 
esonomy in steel and concrete 
fastening ... new Ramset Jobmaster. 
(Construction tool) Folder. Appl. 
author; Albert T. Goulding. 
© 25dun52; KK75613. 





RAMSET FASTENERS, INC. ©. 

Modern fastening methods. A handbook 
on powder~actuated fastening, pre=- 
sented by Ramset Fasteners, Inc. 
(Construction tool) 28 p. Appl. 
author: Alfred T. Goulding. 
© 9Mar53; KK83218. 





RAMSET FASTENERS, INC. © 
More power to you. New Ramset su- 
per=power Jobmaster. (Power tool) 
Polder. Appl. author: Alfred T. 
Goulding. 1éMar5; KK951,05. 





RAMSET FASTENERS, INC, © 
122 st dy og sheet; Ramset fas- 
tening system. (Fastening tool) 
Polder. (324) 208ep50;3 RK54160. 


Obi 25 90 





RAMSET FASTENERS, INC. © 
Ramset Fastening System; fastening 
tools, fasteners, fastening charges 
eee Folder, Appl. author: Alfred 
T. Goulding. © 3dun52; KK7).073. 





RAMSET FASTENERS, INC. ©. 

Ramset fastening system. Price list 
for model 122. (Fastening tools) 
Polder. Appl. author; Robert PF. 
Routa. © 27Mar523; KK727,3. 





RAMSET FASTENERS, INC. ©. 

Rameet fastening system; specifica- 
tion sheet no. 238A, (Fastening 
tools) Folder. (53) @ 1Sep50; 
KK51,371. 





RAMSBT FASTENERS, INC. ©, 

Ramset Leads again with Tru-Set 
fasteners. (Construction tool) 
Polder. Appl. author: Alfred Tf, 
Goulding. © 28Jan52; KK70000. 


oe war 3 1952 





RAMSET PASTENERS, INC. © 
Ramset splitesecond fastening into 
(Tools & 
Appl. author: Al= 
ZAprols 





RAMSET FASTENEHS, INC. Ca 
Ready! Ram! (Fastening tools) 
Polder. (58) © 15Sep503 KK5),370. 





RAMSET FASTENERS, INC. ©, 

Slicker than a whistle, the new 
Ramset Jobmaster, (Construction 
tool) Folder. Appl. author: 
Alfred T. Goulding. © 25dun52; 
KK7561),. 





RAMSET fastening system. KK727\3. 
SEE Ramset Fasteners, inc. 





RAMSET fastening System; fastening tools, 
fasteners, fastening charges ee. SEE 
Ramset Fasteners, ince 





RAMSET fastening system; specification 
sheet no. 238A. KK5l371. SEE 
Ramset Fasteners, inc. 





RAMSET leads again with Tru-Set 
fasteners. KK70000. SEE Ramset 
Fasteners, inc. 





RAMSET model 122 fastener specifica- 
tion sheet. SEE Stemco Corporation. 


KK394.73. 





RAMSET SPLIT-SECOND FASTENING INTO 
STEEL AND CONCRETE. SEE Ramset 
Fasteners, ince 





Ramseur, Walter. 


(BE MY LITTLE) HONEY BEE; w Vic Willis 
& Walter Ramseur m Adrian McDowell 
© Harpeth Hills Music, inc. 14Sep54 
EU370822 


Library of Congress & 


Copyright Office 





Ramseur, Walter Gassaway. 


ADAM; w Walter Gassaway Ramseur m A- 
drian H. MeDowell © Walter Gassaway 
Ramseur & Adrian H. McDowell 24Nov54 
EU378168 


Library of Congress & 


Copyright Office 





Ramseur, Walter Gassaway. 


ANOTHER WEEK IS HERE; w Walter Gassa- 
way Ramseur m Grace Florence Snyder 
© Walter Gassaway Ramseur & Grace 
Florence Snyder 25May53 EU317556 


Library of Congress @ 
Copyright Office 





Ramseur, Walter Gassaway. 

AT YOUR WEDDING; w Walter Gassaway 
Ramseur m Adrian H. McDowell © 
Walter Gassaway. Ramseur & Adrian H, 
McDowell 9Sep54 EU370196 


Library of Congress @ 
Copyright Office 





Ramseur, Walter Gassaway. 


THE BOOK; w Walter Gassaway Ramseur 
m Adrian H.: McDowell © Walter Gassa- 
way Ramseur & Adrian H. McDowell 
18Nov54 EU377493 


Library of Congress & 


Copyright Office 





Ramseur, Walter Gassaway. 


DAT GOLDEN ROAD; w Walter Gassaway 
‘Ramseur m Adrian H. McDowell © 
Walter Gassaway Ramseur & Adrian H, 
MeDowell 9Sep54 EU370195 


Library of Congress @ 
Copyright Office 





Ramseur, Walter Gassaway. 


A DAY DREAMIN! FELLOW; w Walter Gassa- 
way Ramseur m Grace Florence Snyder 
© Walter Gassaway Ramseur & Grace 
Florence Snyder 25May53 EU317557 


Library of Congress & 
Copyright Office 





Ramseur, Walter Gassawaye 


DOWN BY THE RIVER; w Walter Gassaway 
Ramseur m Grace Florence Snyder 
© Walter Gassaway Ramseur & Grace 
Florence Snyder 17Jun53 EU320241 


Library of Congress 
Copyright Office 





M1630 RAMSEUR, WALTER GASSAWAY.. 
2 Eat a little more; by Vic Willis and Walter 
R G. Ramseur. [For voice and piano] 
© Acuff-Rose Publications, Nashville; 
30Au¢54; EP82913. 


I, Willis, Vic. II. Title. 


Library of Congress — S 





Ramseur, Walter Gassaway. 

HE LEADS THE CARAVAN; w Walter Gassa- 
way Ramseur m Grace Florence Snyder 
© Walter Gassaway Ramseur & Grace 
Florence Snyder 6Aug53 EU326312 


Library of Congress & 





Remseur, Walter Gassaway. 


I DON'T KNOW WHERE I'M GOIN'; w Walter 
Gassaway Ramseur m Adrian H. McDowell 
& Vic Willis © Walter Gassaway 
Ramseur, Adrian H. McDowell & Vic 
Willis 8Feb54 EU346936 


Library of Congress & 


Copyright Office 





Ramseur, Walter Gassaway. 


I'M A-SCOOTIN' DOWN TO NASHVILLE; 
w Walter Gassaway Ramseur m Grace 
Florence Snyder © Walter Gassaway 
Ramseur & Grace Florence Snyder 
17Jun53 EU320242 


Library of Congress 
Copyright Office 





Ramseur, Walter Gassaway. 


JUST FOR YOU; w Walter Gassaway Ram- 
seur m Adrian’ H, McDowell © Walter 
Gassaway Ramseur & Adrian H. McDow- 
ell 18Nov54 EU377491 


Library of Congress @ 


Copyright Office 





Ramseur, Walter Gassaway. 

LOVELY MOUNTAIN VALLEY; w Walter Gass- 
away Ramseur m Grace Florence Snyder 
© Walter Gassaway Ramseur & Grace 
Florence Snyder 6Aug53 EU326311 


Library of Congress 





Ramseur, Walter Gassaway. 


MY TIRED HEART; w Walter Gassaway Ram- 
seur m Adrian H, McDowell © Walter 
Gassaway Ramseur & Adrian H. McDow- 
ell 18No¥54 EU377492 


Library of Congress & 


Copyright Office 





Ramseur, Walter Gassaway. 


SAMSON;- w Walter Gassaway ‘Ramseur m 
Adrian H. McDowell © Walter Gassaway 
Ramseur & Adrian .H. McDowell 9Sep54 
EU370197 


Library of Congress & 


Copyright Office 





Ramseur, Walter Gassawaye 


SPEAK SOFTLY TO THE LORD; w Walter 
Gassaway Ramseur m Grace Florence 
Snyder © Walter Gassaway Ramseur & 
Grace Florence Snyder 25May53 
EU317559 


Library of Congress o 
Copyright Office 





Ramséur, Walter. Gassaway. 


TELL ME MORE; w Walter Gassaway 
Ramseur m Adrian H. McDowell 
© Walter Gassaway Ramseur & Adrian 
H. McDowell 6Dec54 EU379287 


Library of Congress & 


Copyright Office 





Ramseur, Walter Gassaway. 

TO SEE THE EVENIN! TRAIN GO BY; w 
Walter Gassaway Ramseur m Grace 
Florence Snyder © Walter Gassaway 
Ramseur & Grace Florence Snyder 
6Aug53 EU326310 


Library of Congress 





Ramseur, Walter Gassaway. 


WHEN THE COURTIN' WIND BLOWS; w Walter 
Gassaway Ramseur m Grace Florence 
Snyder © Walter Gassaway Ramseur & 
Grace Florence Snyder 25May53 
EU317558 


Library of Congress 
Copyright Office 





Ramsey, A. 


M2072 ARBATSKY, YURY, 1911- 

4 All people that on earth do dwell; [com- 

A posed] by Yury Arbatsky [on a melody by 
Johann Crueger, text by Paul Gerhardt, 
translation by A. Ramsey] [Score: chorus 
(SATB) and piano or organ; German and 
English words] 12¢ © Chantry Music 
Press, ltd., Fremont, Ohio; 22Sep50; 
EP60729, MAR 17 1959 


I, Crueger, Johann, 1598-1662, IL, Title, 
[III, Ramsey, A.] 


Library of Congress eS 
Copyright Office 





RANE ADRIENNE, poouds 
avis Norvelle. 





Ramsey, Alicia, source author. 
The two brides. 


See 


——— 


THE TWO BRIDES. 





RAMSEY, AMBROSE KNOX, SR. 

What is behind the door? Narratives 
from a rich experience in forty 
years a minister of the gospel; 
illustrated by Foy Lisenby. 

Story Book Press. 47 p. 
© Ambrose Knox Ramsey, Sr.; 
17Jul54; A158985. 


Library of Congress ie 
Copyright Office 





Ramsey, Ann Roberta. 


BE ANYTHING BUT WHAT YOU ARE; w, m & 
© Ann Roberta Ramsey 5Jan53 EU298989 


Library of Congress 
Copyright Office 





Ramsey, Ann Roberta. 
DO IT AGAIN; w, m & © Ann Roberta 
Ramsey 11Jul152 EU280926 


Library of Congress 
Copyright Office 





Ramsey, Ann Roberta. 


JAZZ MAMBO; m & © Ann Roberta Ramsey 
5Feb53 EU302891 


Library of Congress 6 
Copyright Office 





Ramsey, Ann Roberta. 


JUST ONE LAST FLING; w, m & © Ann 
Roberta Ramsey 21Jan53 EU300789 


Library of Congress e 
Copyright Office 





Ramsey, Ann Robertae 


THE LADY OF THE VIEUX CARRE; w, m & © 
Ann Roberta Ramsey 25Mar53 EU309172 


Library of Congress 
Copyright Office 





Ramsey, Ann Roberta. 
OH, TO BE IN RIO; w, m & © Ann Roberta 
Ramsey 30Jun52 EU279773 


Library of Congress 
Copyright Office 





Ramsey, Ann Roberta. 


REGRET; w, m & © Ann Roberta Ramsey 
8May51 EU237963 


Library of Congress MAY 2 9 1951 


Copyright Office e 





Ramsey, Arthur Michael, 1904— 


».. The resurrection of Christ ,by,; A. Michael Ramsey ... 
Philadelphia, The Westminster press ,1946, 


124, 2) p. 19%. 

At head of title: An essay in Biblical theology. 

© 18sSeph6; 2c 13Jun6; publisher; 
as928, 


1. Jesus Christ—Resurrection. I. Title. 
46-5366 


Library of Congress @ BT480.R3 
4y 232.5 





MT755 RAMSEY, ASTRID. 





Fingers, Be Nimble, Fingers, Be 
Quick! An interesting variety 
of piano techniques in solo forn, 
by .istrid Ramsey. © The Willis 
Music Co., Cincinnati; lSepl7; 
EP17306. 


1. Piano--Studies and exercises-- 
Juvenile. “I. Sieve. 


Music Cat. 


Ramsey, Astrid Florence Cornelia (Oker- 
lund) 1902- 

At the zoo; little songs for little 
pianists, words e.. and pictures by Ae 
Ramsey. Cincinnati, The Willis music 
companys 16 p. illuSe 50¢ 

© 5Junl6; publisher; EP7027.« 


Ie Titles 


Library of Congress & Official only 
Copyright Office 





M2085 RAMSEY, BASIL, 1929- 

-R3C3 Coventry carol; arr. for S.A.B. by Basil 
Ramsey, old English melody, 1591 [words] 
from the Pageant of the shearman and 
tailors, Coventry, 15th century. (In his: 
Six carols. p.2) © Novello & Co., ltd.; 


1Sep54; EF0-29910. 


I. Title. 


Library of Congress es 





M2085 RAMSEY, BASIL, 1929- 

R3C3 Good Christian men, rejoice; 14th century 
German melody, slightly adapted [words 
by] J. M. Neale, [music arr. by Basil 
Ramsey] (In his: Six carols. p.3) 
[Score: SAB] © Novello & Co., ltd.; 


1Sep54; EF0O-29911. 


I. Title. 


Vv 


Library of Congress & 





M2085 RAMSEY, BASIL, 1929- 

~R3C3 O come, all ye faithful; anon. 18th century 
melody [words from] 18th century, 
translated [by] F. Oakeley and others 
[music arr. by Basil Ramsey] (In his: 
Six carols. p.4) [Score: SAB] © Novello 
& Co., ltd.; 1Sep54; EF0-29912. 


I, Title. [II, Oakeley, Frederick] 


Library of Congress ® 





M2085 RAMSEY, BASIL, 1929- arr. 

-R3C3 Six carols; arr. for S.A.B. by Basil 
Ramsey. London, Novello [1954] 8d. 
Contents separately reg.: EF0-29910- 
29915, 


I. Title: Carols. 


Library of Congress ® 
xM2082.3 





Ramsey, Basil, 1929- 


M2085 GRUBER, FRANZ XAVIER, 1787-1863, 

-R3C3 (Stille Nacht, heilige Nacht) Silent night; 
[by] Franz Gruber [English words by] W. 
G. Rothery [music arr. by Basil Ramsey] 
(In Ramsey, Basil, arr. Six carols. p.5) 
[Score: SAB] © Novello & Co., ltd.; 
1Sep54; EF0-29913. 


I, Title. II. Title: Stille Nacht, heilige 
Nacht, [III, Rothery, W.G. IV. Ramsey, 
Basil, 1929- ] 


Library of Congress - 





M2085 RAMSEY, BASIL, 1929- 

.R3C3 What Child is this? Tune: Greensleeves 
[words by] W. Chatterton Dix [music arr. 
by Basil Ramsey] (In his: Six carols. 
p.6) [Score: SAB] © Novello & Co., ltd.; 
1Sep54; EFO-29914, 


I. Title. 


Library of Congress ‘e 





M2085 RAMSEY, BASIL, 1929- 

R3C3 When the sun had sunk to rest; French or 
Flemish melody [words by] Henry Knight 
[music arr. by Basil Ramsey] (In his: 
Six carols, p.7) [Score: SAB] © Novello 
& Co,, ltd.; 1Sep54; EF0O-29915. 


I, Title. [II. Knight, Henry] 


Library of Congress & 





RAMSEY, BETTY EB. 
Betty Ramsey'*s E-Z bowling wencntis 
cards & 2 sheets in envelope. 
Betty E. Ramsey (in notice: 
Betty Ramsey's E-Z pei | Roccrda) 
hicagos; 150etl:9; AAI5),890. 


JUL 12 1950 





Ramsey, Bill. 


ELLA, WITH THE POLKA DOT UMBRELLA 
w.& m Joseph P. Matola, Bill 
Ramsey & James “. Ranney © Lutz 
Brothers Music Co. May48 
EU127965 





Ramsey, Bill. 

ELLA WITH THE POLKA DOT UMBRELLA ©w 
Buddy Martin & Bill Ramsey m Jim 
MacDonald 26Marh8 E£U1226),7 


Library of Congress @ 
Copyright Cfice 





Ramsey, Bill. 


NO CRYIN! BLUES @w Buddy Martin & 
Bill Ramsey m Jim MacDonald 
8May48 £U1293)6 


Library of Congress & 


Copyright Offce 





M1630 RAMSEY, BILL, 
No crying blues; [by] Buddy Martin [pseud.] 
Jim McDonald [pseud., and] Bill Ramsey. 
[For voice and piano] © Regent Music 
Corp., New York; 2Feb51; EP52589, 


I, Motola, Joseph P,, 1917- 
Il. Ranney, James Hervey, Jr. IU, Title. 


A yt 
* & ‘S 
¥ b . 


Library of Congress & 
Copyright Office 





Ramsey, Bill. 


STOP GOING IN AND OUT THE WINDOWS 
w Buddy Martin m Bill Ramsey 
© Amco Music Co. 15Dec47 EU114340 





Ramsey, Bill. 


THE WORM SONG; w Bill Ramsey m James 
Hervey Ranney Jr. © Bill Ramsey & 
James Hervey Ranney Jr. 25Apr50 
EU201760 


Library of Congress es 


Copyright Office 





Ramsey, Bobby Joy. 


HOME IN YOUR ARMS © w & m Bobby Joy 
Ramsey 17Nov49 EU185393 


Library of Congress @ 


Copyright Office 





Ramsey, Bruce. 

LET'S DRIFT TOGETHER AGAIN; w Floyd 
Ramsey m Bruce Ramsey © Crystalette- 
Geneva Music Publishers, inc. 
24Jun52 EU281690 


Library of Congress 
Copyright Office 





E unpub 9688 


Ramsey, Burdine M erg 
I miss {so many things} 





Ramsey, Burdine M. 

YOU DON'T REALIZE m Louis Tobin, © 
w Burdine li. /Ramsey 11Seph7 
EU95139 





Ramsey, Burns. 


HEARTACHES OF LOVE; w Burns Ramsey 
mV. A. Ross © Burns Ramsey & 
V. A. Ross 6Feb50 EU192668 





RAMSEY, Co C. 
The last } years have seen sensa- 
tional changes in sport fishing. 
KK76172. SEE Langley Corporation. 





RAMSEY, Carolyn Elisabeth. 
Get the coast on the phone. DU21196. 
SEE Aaberg, Jean Littlejohn. 





RAMSEY, CHARLES GEORGE, joint author 
Architectural details. R86972. SEE 
Rouillion, Louis. 





RAMSEY, CHARLES GEORGE. 
Architectural graphic standards for archi- 
tects, engineers, decorators, builders, 
and draftsmen [by] Charles George Ram- 
sey [and] Harold Reeve Sleeper. 4th ed. 
New York, Wiley. 614p. illus. ©on 


additions & changes; Charles George 
Ramsey & Harold Reeve Sleeper; 
17May51; A55548, 


I, Sleeper, Harold Reeve, joint author. 


aie. yun 1 1 1951 


Library of Congress sma/r 
Copyright Office Unit C 





RAMSEY, CHARLES GEORGE. 
Fountains from the heart ebys 


Charles and Jean Ramsey. 
32 De © Charles Gs Ramseys 
2300533 A12Z2320. 





Ramsey, Daniel R. 


ONE GLANCE; w James Vincent Castro- 
villari w & m Daniel R. Ramsey © 
James Vincent Castrovillari & Daniel 
R. Ramsey 25Apr52 EU272561 


Library of Congress & 
Copyright Office 





Ramsey, Darral H., 1915- 


M1648 RAMSEY, FRANCES M 1911- 

R We're all for Uncle Sam; words by Darral 
H. Ramsey, music by Frances M, Ramsey, 
St. Louis, Shattinger, 50 © Frances M.. 
& Darral H,. Ramsey; 30Dec50; EP51822, 
Appl, states prev, reg, 2Jun44, 


EU377528, 


I, Title, [II. Ramsey, Darral H., 1915- 


FEB 27 1951 
Library of Congress ae 
Copyright Office 





Ramsey, DeWitt Clinton. 

MAKALAPA; English w William Gordon 
Beecher, Jr. m DeWitt Clinton Ramsey 
& John Augustine Waters © DeWitt 
Clinton Ramsey, John Augustine Waters 
& William Gordon Beecher, Jr. 23Jan50 
EU191155 


FFR 13 19590 


Library of Congress ee 


Copyright Office 





Ramsey, DeWitt Clinton. 


RAINBOWS OVER HAWAII © w & m William 
Gordon Beecher, Jr. m DeWitt Clinton 
Ramsey 18Apr49 EU167906 


Librery of Congrees e 


Copyright Office 





Ramsey, Dick. 


LOVE BELLS w Dick Ramsey © w & m Cal- 
vin Boles 9Jun49 EU172064 


Library of Congress @& 


Copyright Office 





Ramsey, Dolores. 


A GUN, SOME SHELLS AND A BIBLE; w, m & 
© William Paul Ramsey & Dolores 
Ramsey 28Dec50 EU224735 


JAN 17 1951 


Library of Congress ae 


Copyright Office 





Ramsey, Dorothy. 


SUNSET IN THE WEST; m Leo & Hector 
Richard w & © Dorothy Ramsey 21Aug50 
EU212912 


SEP 2 7 1950 


Library of Congress ce 
Copyright Office 





Ramsey, Dorothy. 


YOU TORE MY HEART FROM ME; w Dorothy 
Ramsey m Leo & Hector Richard © 
Dorothy Ramsey 10ct52 EU289772 


Library of Congress & 
Copyright Office 





Ramsey, Dorothy Lucille. 


IF I COULD ONLY KNOW; w Dorothy Lucille 
Ramsey m James Charles McNeil © 
Dorothy Lucille Ramsey 15Aug52 
EU285057 


Library of Congress 
Copyright Office 





RAMSEY, MRS. ERIC. SEE 
Ramsey, Joyce Gfeller. 


EU365253 





Ramsey , Ernestine,” lyricist. 
stecCarleton, Robert L. I'm just a little blue-bird 





Ramsey, Eula Mae 
GAZING AT THE MOON THRU TEARS ©w 


& m Eula Mae/Ramsey 21Nov\7 
EV104253 


Libcary of Congress & 


Copyright Office 





Ramsey, F. E. 
JITTER BUG ©w F. E. /Ram 
James Bruce 2liAugh7 EUO2 50 





Ramsey, Floy 
LET'S DRIFT TOGETHER AGAIN; w Floyd 
Ramsey m Bruce Ramsey © Crystalette- 
Geneva Music Publishers, inc. 
24Jun52 EU281690 


Library of Congress 
Copyright Office 





Ramsey, Floyd Max. 


YOU STOLE MY HEART © w & m Floyd 
Max Ramsey & Carl Richardson 
12Aug49 EU176557 


Library of Congress eS 


Copyright Office 





Ramsey, Frances M. 


A COMMERCIAL; m & © Frances M, Ramsey 
30Ju153 EU325377 


Library of Congress e 





Ramsey, Frances Me 


THERE WILL NEVER BE ANOTHER SWEETHEART; 
w, m & © Frances M. Ramsey 15Sep52 
EU287987 


Library of Congress ¢ 


Copyright Office 





M1648 RAMSEY, FRANCES M 1911- 

R We're all for Uncle Sam; words by Darral 
H. Ramsey, music by Frances M, Ramsey, 
St. Louis, Shattinger. 50¢ © Frances M. 
& Darral H, Ramsey; 30Dec50; EP51822, 
Appl, states prev. reg, 2Jun44, 


EU377528, 


I, Title, [II, Ramsey, Darral H., 1915- 


FEB 27 1951 
Library of Congress @ 
Copyright Office 





Ramsey, Frances Maurine. 


HEART OF MINE, LOVE DIVINE; w, m & © 
Frances Maurine Ramsey 60ct52 
EU290082 


Library of Congress & 


Copyright Office 





Ramsey, Frances Maurine. 


SO WONDERFUL; w, m & © Frances Maurine 
Ramsey 60ct52 EU290083 


Library of Congress eS 


Copyright Office 





Ramsey, Frances Maurine. 


WHAT D'YA KNOW, WHAT D'YA SAY; w, m & 
© Frances Maurine Ramsey 60ct52 
EU290084 


Library of Congress oe 


Copyright Office 





RAMSEY, FREDERIC, JR. 

A guide to longplay jazz records. 
Long Player Publications. 263 p. 
© Frederic Ramsey, Jr.3; 15Jun54; 
A142505. 


Library of Congress a 
Copyright Office 





RAMSEY, George, pseud. SEE Stanton, Jeane 





RAMSEY, GEORGE DALEY, comp. 

Atlas of Texas history for teaching 
Texas and United Stetes histories, 
© 1Jun25, A865):92. amt hgs 
20Peb53, Lottie T. Ramsey (W) 


Cl. Ramsey, Lottie T. 2c 





Ramsey, George E, 


MY DREAMTIME SWEETHEART © w George 
E. Ramsey m Ben Patton 1May)8 
EU130)17 


Library of Congress & 


Copyright Office 





AA 2790k 


Ramsey, George E . » 1901- 
Physical education monthly plan sheets 
grades 1-7, October-November-December- 
January-February-March-April. [Newport 
News, Va., Printed by Newport news pub- 
lic schools, c19)6] 
sheets clamped in paper covers. 28 


1/a x 22 1/2cm. 


Mimeographed forms. 
© 9-15-6; 2c 11-15-l6; George E. 
Ramsey, Newport News, Va.; AA 2790h. 


o afp 12-11-6 





Ramsey, George E. 


RIDIN' NEATH THE MOON © w & m George 
E. Ramsey 27Sep48 EU144397 





Ramsey, George RE. 


TILL I MET YOU © w & m George E. 
Ramsey 50ct49 EU180909 


Library of Congress 


Copyright Office 





Adventures in Los Angeles Monte R. 
Viceroy, pseud.}] © Monte Spo | pen 
ao George Monte Ramsey; Sjun é; 

F ° 


[RAMSEY, GEORGE neste ty 





Ramsey, Glen Arthur. 


I CAN'T CHANGE MY HEART; w Glen Arthur 
Ramsey m Robert Hensley © Glen Arthur 
Ramsey & Robert Hensley 3Aug54 
EU366319 


Library of Congress ® 


Copyright Office 





RAMSEY, GLENN V. 
Human sexual biology and behavior. 
© Glenn V. Ramsey; 15Mer5) (in 
notice: 1953); A138296, 





RAMSEY, GLENN VIRGIL, 

Factors in the sex life of 291 boys. [Es- 
sentially a reproduction of a doctoral 
dissertation presented in 1941 to the 
School of Education at Indiana University] 
[Austin? Tex.] 1950. 106 p. © Glenn 
V. Ramsey; 25Aug50; A48508. 


Library of Congress 
Copyright Office 





Ramsey, Glenn Virgil. 


BLAKE, ROBERT R. 

Perception, an approach to personality, by 
Robert R. Blake and Glenn V.. Ramsey, in 
collaboration with Frank A. Beach, Urie 
Bronfenbrenner, Jerome §. Bruner [and 
others] 442p. illus. © The Ronald 
Press Co., New York; 15Mar51; A53630. 


I, Ramsey, Glenn Virgil. Il. Bronfenbrenner, 
Urie. Ill. Bruner, Jerome S. IV. Ronald 
Press Co. APR 1 6 1951 


Library of Congress & 
Copyright Office jo/r 





RAMSEY, H. BRADFORD ©, 
Parson Brad, (Article) (In Gulf 
Coast Baptist, Apes 6, 1950, pe 7) 
© Gapr503 B5~15176, 





Remsey, H. C. 
Elemental naval ordnance and gunnery. 


(@ L5augl8, A501490. R7601, 23Jul46; author, 
Boston. 


egn 2Feb47 





Ramsey, H. F. ay 
TINKERBELL, op. 15; m H. F. Ramsey; * * 
pf. © lWovi9; #461528. R11,0593 
lhDech6; H. F. Ramsey (A), Bromley, 
Kent, Eng. 





RAMSEY, HAL, SEE 
Ramsey, Thomas Haliburton, 1905- 


EP70027 


Library of Congress 
Copyright Office 





Ramsey, Hallie Kramer. 


MY FAVORITE AMERICAN; w, m & © Hallie 
Kramer Ramsey 2Apr51 EU234714 


mAY 18 1951 


Library of Congress 
Copyright Office & 





RAMSEY, HARMON Be 
Mr. Jones goes to Bethleheme 27 Pe, 
illus. © John Knox Press; 


2hAugh9 3 AA12776l. 





RAMSEY, HARMON BIGELOW © 
How Christmas came to Middletown; 
a story sermon. Bluefield, W. 
Vae Pirst Presbyterian Church.s 
lve © UjFebl9; AAL0922). 





RAMSEY, Harmon Bigelow. 
Mr. Jones goes to Bethlehem. Source 
title. SEE Carlton, Annie Le A wise 
man from the West. DP758. 





Ramsey, Hazel Lillian. 


THE SAVIOUR IS WAITING; w Albert Frank 
Barry m Hazel Lillian Ramsey © 
Albert Frank Barry & Hazel Lillian 
Ramsey 9Jan52 EU260651 


Library of Congress 
Copyright Office 





RANSEY, HECTOR LANGE ©. 
This is bullfighting. 23 le ° 
© lApr513 le lApr5is AT~3119« 





RAMSEY, HELEN, 

A book for Bills; a humorous 
monolog. 21. © Wetmore 
Declamation Bureau; 1Sep5h; 
A160216. 





RAMSEY, HELEN, 

But I can play canasta; a humorous 
monologs 21. © etnies 
Declamation Bureau; 1Sep5Sl;3 
A160218. 





AA 30313 


Ramsey, Helen. 

The Hallowe'en festival book; recita- 
tions, monologues, dialogues, drills, 
exercises, songs, games and party sug- 
gestions, dances, pantomines and plays; 
suitable for all ages of the grammar 
grades. Chicago, T. S. Denison & co.; 


[ete.] c19)6. 
iv, 133 p. 18¢em. 


© 10-1)-6; 2 ¢ 10-17-l,6; & S. 
Denison & co., Minneapolis; AA 303513. 


2- @> -l,7 





RAMSEY, HELEN « 

Heap big injuny a humorous 
monologe Sioux City, Iowa, 
Wetmore Declamation Bureau, 
019526 lille © Wetmore Decla- 
mation Bureaus 1Sep523 
AA225132~6 





Ramsey, Helen. 
eee 


CONELLY, BERTHA, 

Modern toasts for all occasions, 
by Bertha Conelly and Helen 
Ramsey. 86 p. © Northwestern 
Press, Minneapolis; 21Vecl,6; 


An59951. 





RAMSEY, HELEN, 

The primary closing day books 
selections for the closing day of 
the primary grades. 93 p- 
©T. S. Denison & Co., Minneapolis; 
13May8; AA82978. 





NAMOGL » 


The nme 








Ramséy, Helen, 


YOU; m Louis Tobin w & © Helen Ramsey 
2lMay51l EU239057 


JUN 21 1951 


Library of Congress 
Copyright Office . 





RAMSEY, HELEN PRITCHARD. 
Canary bird lady, and other poems. 
[lst ed.] New York, Exposition Press 
[1953] 63 p, © Helen Pritchard Ramsey; 
19Feb53; A87014. 


Library of Congress @ 
Copyright Office 





Ramsey, Helen Pritchard. 


COLLECT © m Helen Pritchard Ramsey 
1Sep48 EU142177 


Library of Congress & 


Copyright Office 





Ramsey, Helen Pritchard. 


LISBON © w & m Helen Pritchard Ramsey 
lAug49 EU174886 





Ramsey, Helen Pritchard. 


MY OHIO; w, m & © Helen Pritchard 
Ramsey 12Jan53 EU299945 


Library of Congress 
Copyright Office 





Ramsey, Helen Pritchard. 


OUR NEW MADE BANNER; w, m & © Helen 
Pritchard Ramsey 8Sep50 EU214793 


OCT 5- 1950 


Library of Congress > : 


Copyright Office 





Ramsey, Helen Pritchard. 


WHEN A CHICKADEE CALLS, PHOEBE; w, m & 
© Helen Pritchard Ramsey 8Sep50 
EU214792 


OCT 5- 1950 


Library of Congress @ 


Copyright Office 





Ramsey, Hettye Rayburn, 1889- 
In ol! Kaintuck; words by H. R. Ramsey. 
© 8-5-l.6; H. R. Ramsey, Dixon, Ky.; 

EU 33698. 





M1630 .2 


ok 


Ramsey, Hettye Rayburn, eee 
The’ pop-corn man; words ...e by He. Re 
Remseye Arranged vy Harry and Ifildred 
Bell. [2] De 
© 2hdunko; Tin pan alley, inc., 
New York; EP7086. Prove rege eecee 
title "Mr. Pop-corn Man" » llJan5; 
EU435315 « 


For voice and piano. 


Te Bell, Harry, 1885- arr. 

TT, “Beit, Mildred, 190)- - 
Library of Congress joint: arr. Ill. 
Copyright Office Title. Official only 





RAMSEY, HOBART COLE, : 

New Jersey, pioneer of industrial 
America, Newcomen Society in North 
America, 24 p. © Hobart C. 
Ramsay; 24Feb54; A147606. 


Library of Congress & 


Copyright Office 





RAMSEY, JACK. 
_ Jabbo, a comic — ae 
Ape smoking cigar] Drawing. 
6% John Jacob seus (Jack) 3 
26Feb533 GU2102). 





RAMSEY, JACK, SEE Ramsey, John Jacob. 





RAMSEY, JAMES CHRISTIAN. 

' Amazing hunting trick, Handy order 
blank, Folder. © James 
Christian Ramsey (Jim Ramsey); 
29Dec533 A119572. 





RAMSEY, JAMES CHRISTIAN. SEE 
Ramsey, Jim. 





RAMSEY, JAMES GETTYS MCGREADY. 
Autobiography and letters; edited by 
William B. Hesseltine. 5367 p. 
© Tennessee Historical Commission; 
180ct543 A162224, 


I. Hesseltine, William Best, ed. 
II. Tennessee. State Historical 
Commission. 


Library of Congress @ 


Copyright Office 





RAMSEY a joint author. 
Pountal ns from the heart, SE 


naneeyy Charles Georges 





RAMSEY, JIM. 
Amazing hunting and trapping trick. 
Sheet. © James Christian Ramsey; 


S0ctS3; A110,94. 





RAMSEY, JIM. 
Amazing hunting trick, Folder, 
© James Christian Ramsey; 1)Dec53; 
A118879. 





“AMSEY, JIM. SER Remsey, James 
Christian, 





Ramsey , John 


I ONLY WANT TO -TELL YOU@wam 
John| Ramsey 6Augh7 EU87766 





E unpub 9895 


Ramsey, John 
"Let's 
36e 


Carleton, Bob 





RAMSEY, JOHN JACOB, 
Gap'n Roy Tampa, cMerchant marine 
captains Drawings © John Jacob 
Ramsey (Jack); 23Apr53 GU23206, 





RAMSEY, JOHN JACOB. SEE Ramsey, Jack. 





RAMSEY, JOHN 0. 
Easy on the eyes. SEE Byron Jackson 


Companys 





Ramsey, Joyce Gfeller,. 


I'LL SING YOU A LOVE SONG; w, m & © 
Joyce Gfeller Ramsey 19Jul54 EU365253 


Vv 


Library of Congress & 


Copyright Office 





M2146 RAMSEY, K G 1891- 

.R Lovely Lady; [by] K. G. Ramsey. [For 
voice and piano] 50¢ © K. G. Ramsey, 
Cullman, Ala;; 16Mar51; EP54214, 


I. Title, 


Library of Congress 
Copyright Office 





Ramsey, K. G, 


OFF TO THE MOUNTAINS; pf. © 12Sep2e, 
E552735. R52703, 30cth49, K. G. 
Ramsey (A) 


Library of Congress ee 
Copyright Office 





M25 RAMSEY, K G 1891- 

-R (Passacaglia, piano) Passacaglia; in G 
minor, by K. G, Ramsey. Cullman, 
Ala., Sacred Heart Junior College. 60¢ 
© Benedictine Sisters; 13Nov49; 
EP44994, 


I. Title. 


MAY - 1 1950 


Library of Congress 
Copyright Office 





Ramsey » Katherine, ayenenets 
Se Garleton, Robert 


You don?t hafta, 





Ramsey, Kefth. 


TOO LATE; w, m & © Julius Edwards, 
Keith Ramsey & Luke Lucas 9QJan52 
EU260648 


Library of Congress & 


Copyright Office 





Ramsey, Keith. 


WE ARE THROUGH; w, m & © Julius Ed- 
wards & Keith Ramsey 9Feb53 EU303409 


Library of Congress 
Copyright Office 





AA 31283 


Ramsey, Kirby Merle} claimant. 
Check chart estimating system. 
[Laguna Beach, Calif., Printed by 
Village press} e190. 
sheet. 35 1/2 x 2lem. 


Form e 2 
© 11-23-03; 2 ¢ 11-l-l6; Laguna 
Beach, Calif.; AA 31283. 


afp 1-16-7 





AA 31282 


rRamsey, Kirby Merley claimant. 

Merle Ramsey check-chart system [and] 
lierle Ramsey check-chart materials. 
[Laguna Beach, Calif., Printed by 
Village press] c1938. 

sheet. 35 1/2 x 2lem. 


© 11-23-38; 2 e 11-);-6; Laguna 
Beach, Calif.; AA 31282. 


afp 1-16-,7 





RAMSEY (Le We) COMPANY, 
How to plants 15 pe, illus, 
© on revisions; The le Wy Ramsey 
Covg 13Feb503; AA1)2686, 





RAMSEY (L. W.) CO, ©, Davenport, 
Iowae 
How to plant. 15 Pes illus. 
© rer wa on revisions; 
AA G4221, 





RAMSEY (Le We) COMPANY. 
How to plante 15 pe, illus. 
© on revisions; The L. W. Ramsey 
Coes 31dul51; AA1899536. 





RAMSEY (Le We) COMPANY « 

How to plemtse 15 pe illume 
cSpple author: George Thompsons 
© on revisions; The Le We Ramsey 
Coss 2MayS2; AA2Z1 32926 





zone (Le We) COMPANY + 
How to Plante i 5 De Appl. 
shor; George fT. Thompson. 
NM: revisionse © Le We Ramsey 


Coe; Maydhs Al 38517 





RAMSEY (L. We) CON PANY, 

Radio raves; national radio programs 
corrected for the month of January. 
Folder, illuss © The L. W. Ramsey 
Coes hJanl9; AA112170. 





Ramsey, Leon Aloysius. 


ETERNALLY © w & m Leon Aloysius Ramsey 
27Sep48 EU1L44267 


Library of Congress oo 
Copyright Office 





Ramsey, Leon Aloysius. 


WE LIVE A LOVE SONG TOGETHER © w & m 
Leon Aloysius Ramsey 28Jun48 EU136799 


Library of Congress 
Copyright Office 





anmr 


RAMSEY, Lisle Milton. SEE Aunt Mar; 
2 Rf 
Birthday Clubs of America. 





RAMSEY, Logan Cerlisle. 
A very important breed. DU2663. SEE 
Ramsey, Mary Ann. 





RAMSEY, LOTTIE ?. 

Atlas of Texas history for teaching 
Texas and United States histories. 

- SEE 

Ramsey, George Daley, comp. 

Atlas of Texas history for teaching 
fexas and United States histories. 
R107717- 





Ramsey, M. Anastasia, Sister. 


AVE MOTHER OF FATIMA w & m Sister M. 
Anastasia Ramsey © Benedictine 
Sisters 18Aug49 EU185457. With 
LADY OF FATIMA EU185157 





Ramsey, Sister M. Anastasta. 


LADY OF FATIMA w & m Sister M. 
Anastasia Ramsey © Benedictine 
Sisters 18Aug49 EU185457 





RAMSEY, Sten M. ANASTASIA. SEE 
Ramsey, -, 1891- 


? 


EP44994 


Library of Congress a 
Copyright Office 





Ramsey, Mamie Mae. 


HOE CROP BLUES m Louis Tobin © 
w Mamie Mac Ramsey 2)May)8 
EU13 23,7 


Library of Congress & 
Copyright Office 





Ramsey, Mamie Mae 

MY DADDY m Leo & pai Be 
© w Mamie Mae/Ramsey ODech7 
£U10717), 


Library of Congress & 


Copyright Office 





Ramsey, Margaret Lee. 


There's love in my heart; wl. L. Ramsey, 
m Leo & Hector Richard. © Margaret Lee 
Ramsey, Polkton, N. C.; 12Janh7:; 
BU59305.« 


Library of Congress @ 
Copyright Office 





RAMSEY, MARGARET MITCHELL. 
Some folks go for "cheesecake"-- 
and some for repartee eee SEE 
Brandt (Sidney) Line. 





Ramsey, Martha Whiteley. 

DREAM, DREAM, DREAM; w Georgia Franklin 
Taylor m Martha Whiteley Ramsey © 
Georgia Franklin Taylor & Martha 
Whiteley Ramsey 4Jun52 EU276989 


Library of Congress 
Copyright Office 





Ramsey, Martha Whiteley. 


EVERY HOUR OF THE DAY; w Georgia 
Franklin Taylor m Martha Whiteley 
Ramsey © Georgia Franklin Taylor & 
Martha Whiteley Ramsey 7May52 
EU2T74049 


Library of Congress a 
Copyright Office 





Ramsey, Martha Whiteley. 


I'M ABOUT TO LOSE MY MIND; w Georgia 
Franklin Taylor m Martha Whiteley 
Ramsey © Georgia Franklin Taylor & 


Martha Whiteley Ramsey 7May52 
EU274050 


Library of Congress @ 
Copyright Office 





Ramsey, Martha Whiteley. 


LONELY; w Georgia Franklin Taylor m 
Martha Whiteley Ramsey © Georgia 
Franklin Taylor & Martha Whiteley 
Ramsey 5Nov52 EU293024 


Library of Congress @ 


Copyright Office 





Ramsey, Martha Whiteley. 


MARRY, MARRY, MARRY; w Georgia Franklin 
Taylor m Martha Whiteley Ramsey © 
Georgia Franklin Taylor & Martha 
Whiteley Ramsey 5Nov52 EU29302% 


Library of Congress & 
Copyright Office 





Ramsey, Martha Whiteley. 


THE WIND IN THE PINES; w Georgia 
Franklin Taylor m Martha Whiteley 
Ramsey © Georgia Franklin Taylor & 
Martha Whiteley Ramsey 5Nov52 
EU293025 


Library of Congress e 
Copyright Office 





RAMSEY, MARY ANN. 

A very important breed, a comedy in two 
acts by Mary Ann Ramsey and Logan .. 
Carlisle Ramsey. © Mary Ann Ramsey, 
Logan Carlisle Ramsey, dr.; 15Jan51; 
DU26),63. 





Ramsey, Mary: H. 

MY HEART SPEAKS arr Duke Rae a 
© w& m Mary H./Ramsey 11Sep47 
EU97953 





Ramsey, Mary L. 

SOMEDAY SOMEWHERE YOU'LL WANT ME 
AGAIN m Leo & Hector Richard, © 
w Mary Le|Kamsey 3Nowh7 EVLOISYS 





Ramsey, Matthew. 


MY SHEPHERD; m & © Matthew Ramsey 
270ct52 EU292065 


Library of Congress @ 
Copyright Office 





Ramsey, Maurice E. 

THE BRAND OF THE HM. E. Re STAR 
©w &m liaurice E. |Ramsey, arr 
Thomas Helm Kilbourne 25Novl7 
EULO51)1 





Ramsey, Maurice E. 

THE CATTLE ROUND-UP IN THE FiaLL 
©w &m Maurice E. [Ram 
w, m & arr Thomas Helm Kilbourne 


Siugh7 EU87809 





Ramsey, Nina Garton, 


WHY SHOULD A HEART FALL OUT OF LOVE; w 
Mary Jenkins ‘Smith w & m Nina Garton 
Ramsey © Mary. Jenkins Smith & Nina 
Garton Ramsey -110ct54 EU373451 


Library of Congress “ 


Copyright Office 





RAMSEY, NORMAN FOSTER. 

Nuclear moments. Reprinted in part 
from Segré (editor), Experimental 
nuclear physics, vol. 1. 169 p. 
© John Wiley & Sons, inc.; 
22Dec53; A119310. 


I. Wiley (John) and Sons, inc. 


JA 


Library of Congress 
« Copyright Office 





RAMSEY, NOTON NEVIL. 
Coleman construction. KK71020. SEE 
Coleman Furniture Corporation. 





RAMSEY, OLIN LOUIS. ASEE 
Pe Awe Ge Publishers. 


APR 10 1951 





Ramsey, Ollie. 


I'LL NEVER COMPLAIN; w Ollie Ramsey m 
Paul Mac Ramsey © Ollie Ramsey & Paul 
Mac Ramsey 16Aug54 EU367658 


Library of Congress eS 
Copyright Office 





Ramsey, Ollie. 


WHY DO YOU TREAT ME THE WAY THAT YOU 
DO; w Ollie Ramsey m Paul Mac Ramsey 
© Ollie Ramsey & Paul Mac Ramsey 
16Aug54 EU367657 


Ramsey 
Library of Congress 
Copyright Office 





Ramsey, Ollie. 

YOU DON'T CARE; w Ollie Ramsey m Paul 
Mac Ramsey © Ollie Ramsey & Paul Mac 
Ramsey 16Aug54 EU367659 


Library of Congress G@ 


Copyright Office 





RAMSEY, PAUL. 
Basi¢ Christian ethics. 404p. © Charles 
Scribner's Sons, New York; 11Sep50; 
A47400. 


I. Scribner's (Charles) Sons. 


Library of Congress 
Copyright Office 





Ramsey, Paul. 


MY RUBAIYAT; m & © Paul Ramsey 30Sep53 
EU333160 


Library of Congress @ 





RAMSEY, Paul, ed. © SEE Pactotum. 
Issue 1. AA83736. 





Ramsey, Paul Mac. 


I'LL NEVER COMPLAIN; w Ollie Ramsey m 
Paul Mac Ramsey © Ollie Ramsey & Paul 
Mac Ramsey 16Aug54 EU367658 


: ‘Ramsey 
Library of Congress * 
Copyright Office 





Ramsey, Paul Mac. 


WHY DO YOU TREAT ME THE WAY. THAT YOU 
DO; w Ollie Ramsey. m Paul Mac Ramsey 
© Ollie Ramsey & Paul Mac Ramsey 
16Aug54 EU367657 


Ramsey 
Library of Congress 
Copyright Office 





Ramsey, Paul Mac. 


YOU DON'T CARE; w Ollie Ramsey m Paul 
Mac Ramsey © Ollie Ramsey & Paul Mac 
Ramsey 16Aug54 EU367659 


Library of Congress & 


Copyright Office 





Ramsey, Peg M. 


HOME, HOME, HOME; m Louis Tobin w & © 
Peg M. Ramsey 230ct51 EU253978 


Library of Congress a 
Copyright Office 





t+rcalt word 


9lo voic 





Ramsey, Ralph Riley. 


SING PRAISE, with w; m & © Ralph Riley 
Ramsey 14Aug50 EU212704 





Ramsey, Ralph Riley. 


WHAT IS LOVE © w & m Ralph Riley 
Ramsey 10Jan49 EU157122 


Library of Congress 
Copyright Office 





Ramsey, Ray, illustrator 


Cooper, dames Fenimore 
The last of the Mohicans, ty James 
Fenimore Cooper; illustrated by Kay Ram- 
sey. [New York, Gilberton co., cl9)6] 
pamphlet, fllus. 26om. (on 
cover: Classic comics, no, ) 


Appl, author: Albert L. Kanter, 1897- 
© 6-5-1.63; 1 ¢ B=5, 1 ¢ G-leh6; 
Gilberton co., New York; AA 239h5. 


- afp llGel)6 





RAMSEY, RAY. 
Wyatt Herp. 85-21712. SEE 
Western Printing end Lithographing 
Company. 





Ramsey, Raymond Edward. 


AFTER THE RAIN; w, m & © Raymond Ed- 
ward Ramsey 20Mar50 EU197508 


Library of Congress 
Copyright Office 





Ramsey, Raymond Edward, 


LISTEN; w, m & © Raymond Edward 
Ramsey 14Ju153 EU323453 


Library of Congress & 
Copyright Office 





RAMSEY, RHODA W., ed. 
Facts you should know about uranium. 
32 p. © Uranium Publishers, inc.; 

ZAug543; A1l49946. 


I. Uranium.Publishers, inc. 


Library of Congress & 
Copyright Office 





RAMSEY, Richard M. Meat cutting and 
merchandising. AA99230. SEE 
Cloud, Margaret B. 





RAMSEY, ROBERT PAUL 
SEE Ramsey, Paul. 





RAMSEY, ROBERT PRITCHARD, 

The free piston turbine engine. Pre- 
sented to Southern Gas Association, 
Houston, Texas, April 26, 1954. 
© The Cooper=Bessemer Corp.$ 1Mar54 3 
A136051. 


I. Cooper=-Bessemer Corporation. 


Library of Congress eo 


Copyright Office 





RAMSEY, ROBERT WADDY. 
The mockingbird. [1st ed.] New York, 
Dutton. 223 p. (A Story Press book) 
© Robert Ramsey; 11Jul51; A57158. 


Library of Congress © 
Copyright Office 





RAMSEY, ROBERT WADDY. 
The mockingbird, anovel. |Tucson? 
Ariz.| 1948. 250p. © Robert 
Ramsey; 15Sep48; A34078. 


Library _ Congres & 
Copyright ice 
iti sma/mb 





RAMSEY, RUSS. SEE 
Ramsey, Silas Russell. 





RAMSEY, RUTH LUSK, 
The old plum tree, [2d print.] [St. Paul?] 
1952 [i.e. 1953] 99p. © Ruth Lusk 
Ramsey; 30Apr53; A89963, 


Library of Congress 
Copyright Office 





Ramsey, Sara Kate Etter.- 


BEAUTIFUL MORNING w & m Sara Kate 
Etter Ramsey ©Winifred R. 
Frisbie 12Nov47 EU109638 





Ramsey, Selma. 
HE HIT ME; w, m & © Mira Gilbert 
& Selma Ramsey 3Ju153 EU322497 


Library of Congress & 
Copyright Office 





RAMSEY, SILAS RUSSELL ©. 
Pilter-dial, by Russ Ramsey Device. 
© 30Jan51; AA174465. 





M1630 RIMSEY, STELLA. 

oe Sweethcart of Mine’; words and msic 

oR by Stella Ramsey. @© Nordyke Pub- 
lishing Co., Los Angeles; 2lAug)7; 
EP 16607. 


I. Title. 


Music cat. 





Ramsey, Stella Mary 


SO LONELY TONIGHT © w & m Stella 
Mary | Ramsey. lJull7 on added w 
EUB6L11 





Ramsey, Stella Mary. 


WHAT'S IN MY HEART; w, m & © Stella 
Mary Ramsey 5Aug53. EU326110 


Library of Congress & 





Ramsey, Stella Mary, 
WHEN I THINK OF YOU; w, m & © Stella 
Mary Ramsey 6Sep50 EU215325 


Library of Congress & 
Copyright Office 





Ramsey, Thomas, 1897- 
M1630 REMS, JOSEPH. 
2 West of the Cimarron fry Thomas Ramsey 
-R & Joseph Rems, Jr. op Music Pub- 


lishers, inc., New York; 3Mar49; 
EP34743. For voice and piano, with 
chord symbols. 


I. Ramsey, Thomas, 1897- joint composer. 
Il. Title. 


Library of Congress 


Copyright Office € 





M2199 RAMSEY, THOMAS HALIBURTON, 1905- 

KR Crying in the wilderness; spiritual [by] 
Rhea Mohler [pseud.] [Hymn, with music] 
© Ramola Music, Dallas; 9Dec53; EP76505, 


I, Title, 


Library of Congress & 


Copyright Office 





M1630 RAMSEY, THOMAS HALIBURTON, 1905- 

2 I'd like to be a kid again; by Thomas 

R Ramsey. [For voice and piano] © Ramola 
Music, Dallas; 28Jan52; EP60491, 


I. Title, 


MAR 17 1952 


Library of Congress & 
Copyright Office 





M1978 RAMSEY, THOMAS HALIBURTON, 1905- 

.P4R If the world would pray for peace; [words 
by] Rhea Mohler [pseud., music by] Hal 
Ramsey. [Includes version in close score] 
© Ramola Music, Dallas; 16Mar53; 


EP70027, 


I, Title. 


v 


Library of Congress * xM1584 
Copyright Office 





M1630 RAMSEY, THOMAS HALIBURTON, 1905- 

02 I'm gonna flag that train; by Hal Ramsey, 

oR piano arr. by Pietro Vargas. [For voice 
and piano] © Ramola Music, Dallas; 
10Dec51; EP59194, 


I, Title. [II. Vargas, Pietro, 1884- ] 


HL 
g © 


yw 
Library of Congress 
Copyright Office 





M2199 RAMSEY, THOMAS HALIBURTON, 1905- 
R Linings of silver; [by] Thomas Ramsey. 
[For voice and piano] © Ramola Music, 
Dallas; 1Sep54; EP82959., 


I. Title. 


Library of Congress e 





M2199 RAMSEY, THOMAS HALIBURTON, 1905- 

R My dream of a city; quartette, male or 
mixed voices, by Thomas Ramsey, 
[Close score] © Ramola Music, Dallas; 
1Apr52; EP61608, 


I, Title, 


Library of Congress 
Copyright Office 





M2199 RAMSEY, THOMAS HALIBURTON, 1905- 

.R Treasures untold; by Thomas Ramsey. 
[Close score] © Ramola Music, Dallas; 
10ct52; EP65819, 


Bnd ip OES 


Library of Congress 
Copyright Office 





M1630 RAMSEY, THOMAS HALIBURTON, 1905- 

2 We'll ride the rainbow range; a song of 

m4 the West, by Hal Ramsey [piano arr. by 
Pietro Vargas] © Ramola Music, 
Thomas Haliburton Ramsey, owner, 
Dallas; 1Aug51; EP56416, 


I, Title. [Il. Vargas, Pietro, 1884- 


SEP 4 «1954 | 


Library of Congress 
Copyright Office 





Ramsey, Thomas Haliburton. 


WHY MUST I BE ALONE © w & m Thomas Ha- 
liburton Ramsey 110ct48 EU145381 


Library of Congress & 


Copyright Office 





M2073 RAMSEY, VAUGHAN. 

4 A hymn of brotherhood; anthem for men's 

R voices, ancient Dutch melody freely 
arranged by Vaughan Ramsey [words by] 
Alfred Grant Walton. (Church music 
review, no.2251) [With organ acc.] 18¢ 
© on arrangement; The H. W. Gray Co., 


inc., New York; 15Sep52; EP65858. 


I, Title. [II. Walton, Alfred Grant] 


Library of Congress 
Copyright Office 





M155) 
oR 





Ramsey, Vaughan, 

A hym of brotherhood; anthem for 
mixcd voices frecly arranged ... [from] 
ancient Dutch melody, [Words by] Alfe 
red Grant Walton,’ : ° 

‘© arrangement, 23Foebl6:‘H. WW, Gray 
COs, inc., New York; EP166, 
I,’ Walton, Alfred Grant, lyricist. 
Saye Tito. 


utero congen — @ ; 
Copyright Office Music Cat, 


M2052 RAMSEY, VAUGHAN, arr. 

-R27H9 A hymn of brotherhood; anthem for 
S.A.B freely arranged by Vaughan 
Ramsey, ancient Dutch melody [words 
by] Alfred Grant Walton. (Church 
music review, no.2255) [With organ 
ace.] 18¢ © on arrangement; The 
H. W. Gray Co., inc., New York; 
3Sep52; EP65056. 


I, Title. [Il. Walton, Alfred Grant] 


Library of Congress 
Copyright Office 





RAMSEY, W. A., d.be@. Warco Labora- 
tories. SEE Warco Laboratories. 





RAMSEY, WALTER REEVE. 
Care & feeding of infants and chil- 
Gren; a text-book for trained 
nurses. 4d a rev. (Lippincott's 


nursing manuals) © 17Aug23, 
A766,07. 78765, Lemeysi, Walter Re 
Ramsey (A) 


© JUL 24 1951 





RAMSEY, WARREN. 

Jules Laforgue and the ironic in= 
heritance. 302 p. © Oxford Uni= 
versity Press, inc.; 7Aug53; 
A105022. 


I. Laforgue, Jules. 
II. Oxford University Press, inc. 


Library of Congress & b ir 





{2199 RAMSEY, WILL M 


Lights along the shore; words and music 
by Will M, Ramsey. Beverly Hills, 
Calif., Hill& Range Songs. 50¢ Appl. 
author: Central Music Co., employer for 


hire, © on arrangement; Central Music 
Co,; 21Dec51; EP59830. 


R 


I, Title. 


Library of Congress 
Copyright Office 





M1630 RAMSEY, WILLIAM, 1927- 

2 Weep, my weeping heart; words and music 

.R by Bill Ram-z [pseud.] Pittsburgh, 
Ramsey Bros. 40¢ © William Ramsey, 
Jr.; 23Jul53; EP73268. 


I, Title. 


Library of Congress & 





Ramsey, William, Jr. 


'CAUSE I ADORE YOU; w, m & © William 
Ramsey Jr. 16Dec52 EU297534 


Library of Congress 
Copyright Office 





Ramsey, William, Jr. 


HOW SWEET YOU ARE; w, m & © William 
Ramsey Jr. 13Feb53 EU303894 


Library of Congress 
Copyright Office 





Ramsey, William, Jr. 


I'LL MISS YOU; w, m & © William 
Ramsey Jr. 13Feb53 EU303897 


Library of Congress 
Copyright Office 





Ramsey, William, Jr. 


MY DARLING BROWN GIRL; w, m & © 
William Ramsey Jr. 13Feb53 EU303895 


Library of Congress 
Copyright Office 





Ramsey, William, Jr. 


SWEET GIFT OF LOVE; w, m & © William 
Ramsey Jr. 15Jul153 EU323488 


Library of Congress a 
Copyright Office 





Ramsey, William, Jr. 


WEEP, MY WEEPING HEART; w, .m & © 
William Ramsey Jr. 13Feb53 EU303898 


Library of Congress 
Copyright Office 





Ramsey, William, Jr. 


THE WHITE TIPPED WAVE; w, m & © William 
Ramsey Jr. 13Feb53 363893 


Library of Congress 
Copyright Office 





Ramsey, William, Jr. 


YOU CAME WALKING IN MY DREAMS; w, m 
& © William Ramsey Jr. 13Feb53 
EU303896 


Library of Congress : 
Copyright Office 





RAMSEY, WILLIAM C. 
All you need is a match. SEE 
Sterling Manufacturing Company. 





RAMSEY, WILLIAM Ce 
American model 3eWS wagon running 
aa KK8).535. SEE American 
Road Equipment Companys 





RAMSEY, WILLIAM C. 

American 3-WS wagon gear, with the 
Zeway stretch. KKG455le SEE 

American Road Equipment Company. 





RAMSEY, WILLIAM C. 
wheel drive trucks. KK75536. 
SEE American-Coleman Company. 





RAMSEY, WILLIAM Co 
Light a fire under sales. SEE 
Sterling Manufacturing Company. 





RAMSEY; WILLIAM Ce 
Like sipping on and off your covere 
alls is the way this new stacker« 
loader mounts and unmounts.s 
KK827).8. SEE American Roal Equip= 


ment Company. 





Ramsey, William Jefferson. 
YOU CAN SAIL YOUR SHIP ALONE; w, m & 
© William Jefferson Ramsey 13Ju150 
EU209498 





Ramsey, William Moses. 

I WONDER WHY I'M BLUE © w William 
Moses Ramsey m Ben Patton 5Jan49 
EU154924 


Library of Congress & 


Copyright Oifice 





Ramsey, William Paul 
CHECK Tie CHICic IN THE CHECXERED 


SUIT © w & m William Paul 


[Ramsey 270ctli\7 EU101170 


Library of Congress 
Copyright Office 





Ramsey, William Paul. 


A GUN, SOME SHELLS AND A BIBLE; w, m & 
© William Paul Ramsey & Dolores 


Ramsey 28Dec50 EU224735 


JAN 1 7 1951 


Library of Congress & 


Copyright Office 





Ramsey, William Paul. 


I WISH I HAD A CLOCK, A CLOCK WHICH 
HAD NO HANDS © w & m William Paul 
Ramsey 2Mar49 EU158952 





Ramsey, William Paul 

SO NEAR AND YET SO FAR ©@w & m 
William Paul|Ramsey lLONov7 
EU10)568 ie 


Library of Congress ® 
Coprright Office 





Ramsey, William Paul. 


STREET OF TEARS ©w & m William Paul 
Ramsey acca 50120991 


Library of Congress & 


Copyright Office 





KK 1298 





Ramsey accessories manufacturing corporation, 
claimant. 
A card deck helps explain alternating pressure 
action! (Piston rings) [Merietta, Ga., Printed 
by Southern automotive journal] c1945. 


Clipping. 

Printe . 

Application author: B. F, Stevens, Van Auken & 
Ragland, employee for hire. 


(e)r2-14-45; 2 © 2-21-46; St. Louis; KK 1298, 


APP. 4=26-46 


RAMSEY, N. Js FIRST PRESBYTERIAN 
CHURCH. BIBLE SCHOOL. SEE 
Who's who in Remsey, Ne de 





RAMSEY CORPORATION ©. 

And for the final touch cf perfection, 
install Ramco piston stabilizersd 
[From Ford field, Nov. 1949, cover 
pe] Sheet. (0-i001FF) © iINowj9; 
KK51215. 





RAMSEY CORPORATION Os 

Another exclusive important way you 
profit alleways with Ramco. Ramco 
no gap spiroeseal ... Quickest 
seating every time. Piston rings. 
From Motor age magazine, July 
1953, Pe 3 of cover. Appl. au- 
thor: Van Auken, Ragland & 
Stevens. © 5Jul53; KK87817. 





RAMSEY CORPORATION © 
Another important exclusive ~~ you 

profit alleways with Ramco all 
purpose no gap Spiro-Seal. (Auto« 
motive piston rings) From Southern 
automotive journal, Aug» 19930 De 
lh of cover. Appl. author: V 
Auken, Ragland & Stevens. 
© 8aug533; KK89105. 





RAMSEY CORPORATION Cy 
Another proof, you profit alleways 
with Ramco, Ramco J-up parts 
cleaner. Folder. Appl. author: 
Van Auken, Ragland & Stevens. 


© 50ct533 KK905),7~ 





RAMSEY CORPORATION ©. 

Automatically adapts itself to every 
cylinder condition. [From Automo- 
tive digest, Feb. 1950, cover p.] 
(Piston rings) Sheet. (Rl069TAD) 
© lPeb50; KK51219. 





RAMSEY CORPORATION @.” 
your car is need- 


lessi (Piston singe) Sheet 
ess *nK38 r ° 
© 26aprk9; “x38 





RAMSEY CORPORATION Ce 
Balance spring action, another impore 
tant reason why Ramco 10«Up curbs 
weare (Piston rings) Adv. from 
Motor weste © ldan51l3 KK7\250. 





RAMSEY CORPORATION ©. 

Beware of o11 pumping. It is a sign 
your car is headed for premature 
old age. Ramco. (Piston rings) 
Sheet from Collier's, Mar. 3, 195i, 
Pe 48. © jMard51; KK66668. 


-* 
Ve 
OD 
\a 





RAMSEY CORPORATION ©, 

Beware of oil pumping, it is a sign 
your car is headed for premature 
old age. Ramco. (Piston rings) 
Adv. from Collier's, Mar, 3, 1951, 
pe 48. © 5Mar51; KK7\248. 





RAMSEY CORPORATION ©. 
Born a new sign, Ramco re-powering 
service. (Piston rings) Clip- 
ping. © 27marl8; xx27h56. 





RAMSEY CORPORATION ©, 

“Born @ new sign - Ramco re-powering 
service = to give you better engine 
repair service; (Piston rings) 
Sheet. © 1Dech7; KK6015. 





‘RAMSEY CORPORATION ©. 
Builds your REP both ways! (Piston 
rings) Sheet. © 1Feb48; KK23\90. 





RAMSEY CORPORATION © 
Cast-iron contact for quickest seate 

ing ees You get the benefit of both 
with Ramco. Ramco piston rings. 
From Motor age magazine, Oct. 1955, 
Pe 3 Of cover. Appl. author: Van 
Auken, Ragland & Stevens. 
© 50ct533 KK91266. 





RAMSEY CORPORATION ©. 

Chromeeplated or regular Ramco no 
gap SpiroeSeal increases your 
profitpower. (Automotive piston 
rings) Adv. from Motor magazine, 
Apr. 1953, pe 75. Appl. authors: 
Van Auken Ragland and Stevens. 





ccauacuieiras: 


years from now! (Piston sanes} 
Sheet. © lvarlg 93 KK38558. 





RAMSEY CORPORATION Ca 
Do the job completely right! Complete 
every ring job with Ramco piston 
stabilizers. (Piston rings) 
Sheet. © ldanli93; KK\2537~ 





RAMSEY CORPORATION ©. 

Double life principle. Ramco piston 
ringse From Motor age magazine, 
Septe 1953» pe 5 of cover. Apple 
author: Van Auken, Ragland & 
Stevens. © 5Sep54; KK89751. 





RAMSEY CORPORATION Os 
Bxtra big smiles mean extra big profes 
ites «es Ramco piston stabilisers! 
{Prom Ford field aes Scart front 
cover} Sheet. {re5 


© 1aug503 xK5,187. 


‘ OCT 93 1050 





RAMSEY CORPORATION ©. 
ist soft break-in action. Ramco. 
{Prom Southern automotive journal] 
(Piston rings) Sheet. (5058?) 
© 13ul50; KK60726. 





RAMSEY CORPORATION ©. 

For more profitpower here ts where to 
put your finger. Ramco no gap 
Spiro-Seal. You profit alleways 
with Ramco piston rings. 
from Southern automotive journal, 
June 1953, Pe + of cover. Appl. | 
authors Van A » Ragland and 
Stevens. © 8runs$s KK86518. 





RAMSEY CORPORATION ©. 
opguns or a l-barreled shotgun. 
From Southern automotive journal, 
back cover p {Piston rings) 


Sheet. eR DeOP) © 1Jan50; KK51218. 





RAMSEY CORPORATION C. 
From this carton comes the re- 
powering “rep” ... piston rings 
that do the job right. Sheet. 


© 1July8; KK2538. 





RAMSEY CORPORATION ©. 

From this carton comes the... Re- 
Powering “REP" ...that wins more 
profit now and tomorrow. (Piston 
wines? Clipping. © 1Ju1)8; 
KK26177. 





RAMSEY CORPORATION ©. 

Genuinely all-purpose. 10-Up's action 
automatically adapts itself to every 
cylinder condition new or wornd 
[From Automotive digest, Apr. 1950, 
cover pe] (Piston rings) Sheet. 
(R4O7OTAD) © lApr50; KxK51221. 





RAMSEY. CORPORATION a. 
Ong Ramco xre- 
(Piston rings) Sheet. ~ee 


a 





RAMSEY CORPORATION. C. 
Get the REP for 10,000 mile guaran- 
teed jobs. (Piston rings) . Sheet. 

© imay8; KK25),85. 





RAMSEY CORPORATION ©. 

Give them something extra te be thank- 
ful for 2 years from nows [From 
Automotive digest, Nov. 199, cover 
p.] (Piston rings) Sheet. (R- 
3393AD) © 1Nowj9; KK51214. 


aT 








RAMSEY CORPORATION ©, ; 

He profits most who serves best 
Ramco, [From Automotive digest, 
July 1950, front cover] (Piston 
rings) Sheet. (R 5059PAD) 
© 13u1503 xx5)190, 


OCT 23 1059 





AAmoot 


AMSEZY CORPORATION ©» 

Here's 10 ofo extra profit on ring 
jobs, and here's how to improve 
your re-powering "rep". (Piston 
rings) Sheet. © IWov8; KK\2133. 





RAMSEY CORPORATION Gs 
Here's the better way to sell custom 
ers on g bien, ts do bor ‘90,0 
Ramco From Motor, Sep Py 
Pe 100) (Piston rings) Sheet, 
(R 5061P) © lsep503 KK5)188,. 


OCT 23 1950 





RAMSEY CORPORATION © 

Here's why Ramco 10 up re-powering 
gives you the winning REP. (Piston 
rings) Sheet. © laApri8; KK23)86. 





RAMSEY CORPORATION ©. 
How to get extra business today and 
2 years from now. (iston rings) 
Sheet. © lAprl9; KK42135. 





RAMSEY CORPORATION. © 

In chrome ring sets too, you never 
need to compromise with Ramco. 
Ramco 10 Up piston rings. (In 
Motor age, Apr. 195, pe 3 of 
cover) Appl. author: Van Auken, 
Ragland & Stevens. © 5Apr5i;3 
KK96078. 





RAMSEY CORPORATION ©. 

Itve found the way to increase re-ring 
profits and assure my customers 
longer-lasting jobs. (Piston rings) 
Sheet. © lMay93; KK\213). 





RAMSEY CORPORATION ©, 
Kiss engine trouble gueieees Ramee, 
{From Saturday evening post, Mar. 
25, 1950 + ual (Piston rings) 
6 25Mar503 


OC; 23 1950 





ea ESR Te RE: ae 5 Be tek —peiren preae se 


RAMSEY CORPORATION Cy 
Let Ramco piston stabilizers increase 
the life of your re- jobs. 
Sheet. © iFebl9; Kx38565. 





RAMSEY CORPORATION © 
Look for this sign; Ramco Re-Powering 
station. [Prom Collier's, Apr. 8, 
1950, pe 50 Piston rings) Sheet.’ 
(25005) © Sapr50; KK51227. 





RAMSEY CORPORATION © 
Look for this sign; Ramco Re-Powering 
station. [Prom Collier's, May 6, 
1950, pe ok (Piston rings) Sheet. 
(5067) 


May50; KK51225. 





RAMSEY CORPORATION ©. 

Look for this sign; Ramco Re-Powering 
stations [From Saturday evening 
post, Peb. 25, 1950, pe 136] (Pis- 
ton rings) Sheet. (5003) 
© 25Feb50; Kx51228. 





RAMSEY CORPORATION ©. 

Look for this sign; Ramco Re=Powering 
station. [From Saturday evening 
post, Apr. 22, 1950, p. 119] (Pis- 
ton rings) Sheet. (5002) 
© 22Apr50; KK51226. 





RAMSEY CORPORATION ©. 

Look for this sign; Ramco Re-Powering 
station. [From Saturday evening 
post, May 20, 1950, p. 128) (Pis- 
ton rings) Sheet. (5072) 
© 20mMay50; KK5122h. 





RAMSEY CORPORATION ©. 
Make 10 ofo extra profit. (Piston 
rings) Clipping. © 10cth8; 
KK3505}. 





RAMSEY CORPORATION. © 
Wan, this really shows me why I make 

extra money with Ramco extra ene 
gineering. Ramco 10 Up piston 
rings. (in Motor age, June 195), 
Pe 5 of cover) Appl. author: Van 
Auken, Ragland & Stevens. 
© 5dun5.3 KK97593~ 





RAMSEY CORPORATION Cy 

New Ramecrome chrome-plated piston 
rings prove again. You profit alle 
ways with Ramco, (Automotive 
piston rings) Adv. from Automo~- 
tive service digest, Jane. 1953, pe 
a. of 7 aes Appl. author: Van 

» Ragland & Stevens. 

@1 15gan533 KK82), 31. 





RAMSEY CORPORATION. © 
New sales power for the Ramco re- 
powering plan. Sieves. (In Job- 
preg = 195-8 De ee orig 
Appl. author: Van Auken 
Stevens. © 15ifar5l; RK; 98 





RAMSEY CORP., Ste Louis. | 
A new sign to guarantee finest 
engine performance. Piston 
rings) © l1Sepl7; KK18)93. 





RAMSEY CORPORATION ©. 

No comeback goblins to haunt you when 
ou sell tem Ramco Re~-Powering. 
From Automotive digest, Oct. 199, 
cover pe] (Piston rings) Sheet. 
(R3392AD) © 1loctlg9; KK51216. 





RAMSEY CORPORATION. © 
No more average results forme. My 
hat's off to Ramco extra engineer= 
ing. Ramco 10 Up piston rings. 
(In Motor age, Auge 195), pe 35 of 
cover) Appl. author: Van Auken, 


Ragland & Stevens. © 5Aug5l; 
KK100),06. 





RAMSEY CORPORATION ©. 

Of interest to engineers. [From Auto- 
motive digest, Mar. 1, 1950, back 
cover pe] (Piston rings) Sheet. 
(B4069TR) © IMar50; KK51220. 





KK 5038 


Ramsey corp., claimant. i 
On constructive dissatisfaction. 
(Piston rings)  [Philadelphia, Printed’ by 
Automotive & aviation industries] c19l6. 
clipping. 


Print ° 


Appl. author: B, F. Stevens, employee 
for hire Van Auken & Ragland, 

© 7-1-6; 2 ¢ 7-25-H6; St. Louis; 
KK 5038. 


ef 8921-16 





RAMSEY CORPORATION ©. 

One ring does all 3; unique Sprio- 
Sealts automatic adjustment action 
insures just-right wall contact in 
every cylinder. (Piston rings) 
Adv. from Super service Sey Knri2 


May 1951, pe 55¢ © lMay51; KK74238. 





RAMSEY CORPORATION ©. 
One sign sells all . {Piston rings) 
Sheet. © lJank8; Kx200\7. 





RAMSEY CORPORATION ©. 
M eee S@lls all k. (Piston 
go Sheet. © lJankS; KK23)91. 





RAMSEY CORPORATION @. 

Other make used cars move off your 
lot faster, with this unbeatable 
combination. Ramco piston rings.e 
Sheet from Chevrolet dealers news, 
Mare 1, 1951. © lmer51; KK66666. 





RAMSEY CORPORATION ( 

Other make used cars move off your 
lot faster with this unbeatable 
combination. Ramco 10 up piston 
rings and piston stabilizers. 
Adv. from Chevrolet dealers news. 
Appl. author: B. F. Stevens, em- 
ployee for hire. © l1Feb51; 


KK79575- 





RAMSEY CORPORATION ©, 

Package selling for *51. Ramco re~- 
powering station, Plain talk, about 
Sl. (Piston rings) Sheet from 
Jobbers topics, Nove 1950, pe 27i- 
27h. © llov50; KK66803. 





RAMSEY CORPORATION ©, 
Plain talk. [Adv.] (Im Jobber's 
topics) 
Aug8, lAug; B58). 
Septh8. ©1sep; B5=88)5. 





RAMSEY CORPORATION © 
Plain talk. Changes must never be 

made at the Jobber's expense. 
Ramco. (Piston rings) Adv. from 
Jobbers topics, June 1951, p. 210- 
211. Appl. author: B. FP. Stevens, 
employee for hire. @ lJun51; 
KK7957. 





RAMSEY CORPORATION 
Plain talk. How can the Jobber pre« 

pare now to meet tomorrow's prob- 
lems? Ramco. (Piston rings) 
Adve from Jobbers topics, Oct. 
1950, De 208-209. Appl. author: 
Be F. Stevens, employer for hire. 
© 10ct503 KK79576. 





RAMSEY CORPORATION ©, 
Plain talk. Ramco, (Piston rings) 
Sheets from Jobber topics, Dece 


1930: Pe 135-139. LDec503 
KK66750, 





RAMSEY CORPORATION @ 
Plain talks. Ramco. (Piston rings) 
Sheets from siheaks . Oise Jane 
1951, pe Uiledh igan51 (in 


notice: 1950)s ee66 Tho. 





RAMSEY CORPORATION ©, 
Plain talk. Ramco. (Piston rings) 
Sheets from Jobber br ee Feb. 


19228 ps 182-183. 
KXK66751 6 


LPeb513 





RAMSEY CORPORATION ©, ; 

Plain talk about AeSeIeSs and the 
future. [Adv.] {In Jobber*s 
topics, Dece 19/8, pe 162-3) 
© ipech83 B5-91),5. 





~ RAMSEY CORPORATION ©. 

Plain talk about "business democracy" 
vs “dictator tactics." (Piston 
rings) Clipping. © lAug8; 
KK30615. 





RAMSEY CORPORATION ©, 

Plain talk about Ramco advertising. 
[Adv.] (In Jobber topics, July 
1948, pe 134-135) © 1Julh8; 
B5-10597« 





RAMSEY CORPORATION (. 
Plain talk about the Ramco complete 
line. (Piston rings) Sheet. © 
iMar\8; KK23),87. 





RAMSEY CORPORATION Ww. 
Plain talk about the Ramco complete 
line. (Piston rings) Sheet. 
© iMarl8; KK\2535- 





RAMSEY CORPORATION © 
Plain talk about the Ramco jobber 
franchise. (Piston rings) Sheet. 
© 1Feb8; KK25)89. 





RAMSEY CORPORATION Us. 
Plain talk about the Ramco re=- 
powering, program. (Piston rings) 
Sheet. © lapri8; KK25)1. 





RAMSEY CORPORATION C. E 

Plain talk about this sa of 
ring design. (Piston rings) 
Clipping. © lJuml8; kk2),833. 





RAMSEY CORPORATION ©, 

Plain talk on the question, why 
sell a premium priced ring? 
[Adve] (In Jobber's topics, 
Octe pt » Pe 20667) © loct)8; 
B5-91lie 





RAMSEY CORPORATION C, 
Plain talk to jobber salesmen. Bad 
language and re-powering. (Piston 
rings) Sheet. © iMarl9; KK)251)0. 





RAMSEY CORPORATION C. 
Plain talk to Jobver salesmen. Is 
today's situation misleading the 
easily satisfied buyer? [adv.] 


(in Jobber topics, oa 1949, 


pe 1628163) © 1Pebdl:9; 510598. 





RAMSEY CORPORATION ©. 
lain talk to Jobber eateiieniia Is 
"change" the most important danger 
oint facing Jobber salesmen? [Adv.] 
In Jobber topics, Apr. 1949, p. 38- 
39) © lAprlg; 3510599. 





RAMSEY CORPORATION Cy 
Plain talk to jobber salesmen. Making 
one sale multiply into many. _ 
(Piston rings) Sheet. © ldank9; 
KK2559 





RAMSEY CORPORATION ©. 
Plain talk to jobbers. [Adv.] 
(In Jobber topics) 


FOR CURRENT ENTRIES 
See 


UNIT B SERIAL FILE 





RAMSEY CORPORATION Os 
Plain talk to Le [Adve] 


(In Jobber topics) 


Beals 
J an50« 
Feb50% 
Mar50« 
Apr50« 


Fares & 
Jul 50 ° q 
Aug50e 
Sep50. 





© its Bacay 


1Jan3 SR «i 
xed; 8 uieope 
Lape: pati: 
PYSY? Bo~ pep? « 

ldul; 85-152 0. 
lAug; B5=-152 rate 


) Sep; B5-152 


RAMSEY conPoravTion ©, 

Plain talk to Jobbers. Can you Jobbers 
maintain your profit position while 
orfsetting increased competition? 
{Adv. ). (In Jobber topics, June 1919, 

167) © ldunl9; B5~10601. 


pe. 16 





RAMSEY CORPORATION ww, 
Plain talk to Jobber 8s. Does habit 
or merit determine what lines you 
are evading today? {Piston rings) 


Sheet. © lAugh9}3 KKy25),3. 





RAMSEY corrorarron ©, 
Plain talk to Jobbers, How to meet 
the problom of excessive inventories. 
[Adv] (In Jobber topics, May 1949» 


Ps 3-35) © liayh9; B5-10600. 





RAMSEY CORPORATION ©» 
Plain talk to jobbers. Ramco, 
{ Piston pont 
How to more things done in 
these ye of national gd ig 
Sheet from Jobbers Steet 
xxtetoh. 140+1)2. 51; 
KK * 


S nov - 2 1951 





RAMSEY CORPORATION ©» 
Plain talk to jobbers, Ramco, 
{ Piston rings) 
Man to man, there's no substitute 
pe man oe ; 
Jobbers topics, Apis 
1656 © lApr5l; KK6672 


e Nov - 1 1951 





RAMSEY CORPORATION Cs 
Plain talk to jobbers, Ramco, 
( Piston rings) 

News items that give jobbers some« 
thing to think about. Sheet from 
Jobbers topics, May oT Pe 218 
219¢ © lMay5is KK66722. 


& NOV -1 195) 





RAM EY Co} LPORATION ie 
Plain talk to jobbers. The 6 year 
lapse is over, the time for jobber 
action is nowf (Piston rings) 
Sneet. © 10cth9; KKL25)2. 





RAMSEY CORPORATION UU. 

Plain talk to jobbers. What kind of 
results should you expect from 
missionary assistance on piston 
rings? Sheet. © lJul93 KK)25)). 





RAMSEY CORPORATION ©, 
Premature old age, Ramco, 
ular mechanics, Mars ass. ehh 
Piston rings) Sheet. (8405) 
lMer513 KK5995). 





RAMSEY CORPORATION ©. 
Premature old age. Sena (Prom the 
1951, pe hel 
195) 5 Pe 146 
on 





RAMSEY CORPORATION ©, 
Profits multiply when you sell all ki 
Ramco, [From Southern automotive 
sceuen ston rings) Sheet. 


R5255P iDec503 KK59955« 





RAMSEY CORPORATION G. : 
Proper preparation of cylinder wall. 
Ramco, [From Motors Pebs 1951, pe 

83] (Piston rings) Sheet, (Re 
5561) © ipeb51; KK59958. 


APR 16 1951 





RAMSEY CORPORATION. © 
Ramco extra engineering means extra 
profits for you. Ramco 10 Up 
piston rings. (In Motor age, May 
1954, pe 3 of cover) Appl. au- 
thor: Van Auken, Ragland & 
Stevens. © SMay5; KK96960. 





RAMSEY CORPORATION. © . 

Rameo extra engineering means extra 
quick seating, extra customer sat- 
isfaction. Ramco 10 Up piston 
Pings. (In Motor age, July 195, 
Pp. 3 of cover) Appl. author: 

Van Auken, Ragland & Stevens. 
© 5dul5h; KK100),05. 





RAMSEY CORPORATION ©. 

Ramco jobbers can be confident that 
whatever the future may hold in new 
piston ring design «ss From Jobber 
a ss Auge 1953, De 

“9, Appl. author: Van Auken, 
meet & Stevens. © 15Aug533 
KK8910). 





RAMSEY CORPORATION ©. 
Ramco piston stabilizer expands your 
business 3 ways. Clipping. 
© 1pech8; xx330k7. 





RAMSEY CORPORATION ©. 

Ramco piston stabilizerss Help build 
as a re-ring specialist. 
From Pord field, Mar. 1950, cover 
p-] Sheet. (RLO96RPP) Mar50; 

KK51215. 


_. ft 








RAMSEY CORPORATION ©, 

Ramco piston stabilizers the extra- 
profit way to make customers extraq- 
happys Ramco 10«Up piston rings. 
Adv. from Chevrolet dealers news. 


© 1Dec50s; KK742))9. 





RANSEY CORPORATION.C. 

Ramco re-powering builds your REP 
2 ways. (Piston rings) Sheet. 
© imarl8; KK231,88. 





RAMSEY CORPORATION ©. 
Ramco re«powering means doing the 
et right! (Piston rings) Sheet. 
) 1Dech7; KK20096. 





RAMSEY CORPORATION ©. 
RAMCO Re-Powering method. (Piston 
rings) Clipping. © lAug8; 
KK26178. 





RAMSEY CORPORATION ©. 
Ramco re-powering method increases 
profits. (Piston rings) cClip- 
ping. © 10cth8; Kx33051. 





RAMSEY CORPORATION ©. 
Ramco reé-powering method, the new 
plus-profit way to handle ring 
obs. (Piston rings) Clipping. 
Aseph8; KK33050. 


(ec webien: 19% 





RAMSEY CORPORATION ©. 
Ramco re-powering service. (Piston 
rings) Sheet. © 1Novl7; KR200),8. 





RAMSEY CORPORATION ©. 

| Ramco re-powering service. Piston 
rings) Clipping. @1 3 
KK33053.. 





RAMSEY CORPORATION ©. 

Ramco re-powering service for car 
owners .. a new sign that spells. 
(Piston rings) Sheet. © 10cth7; 
KK193)0. 





RAMSEY CORPORATION ©. 
Ramco re<-powering station. Beacon 

sign of assurance for competent en=- 

Soar scasten gue. eee 

from Sa y ev post, Dec. 9 

1950, pe 168. © 9Dec503 KK66667~ 





RAMSEY CORPORATION ©, 

Rameo re-powering stations beacon sign 
of assurance for competent engine re<- 
pair. (Piston rings) Adv. from 
Saturday ye oh er = Sebo. 9, 1950, 
pe 168. © 9Dec 





RAMSEY CORPORATION ©. 
Ramco re-powering with a written 
guarantee. (Piston rings) Clip- 


ping. © 8pech8; xx330) 





RAMSEY CORPORATION ©. 
Ramco 3-up parts cleaner. {(Automo- 
tive catalog sheet) Appl. authors 
Van Auken, Ragland & Stevens. 


© 50ct533 KK905),8. 





RAMSEY CORPORATION Cy 
Ramco uses both chrome and casteiron 


contacts. You get the most out of 
chrome with Ramco. Piston rings. 
From Motor age magazine, Nove. 1953, 
pe 3 of cover. Apple author: Van 
Auken, Ragland & Stevens. 

© 5Nov533 KK91457« 





RAMSEY CORPORATION ©. 

Ramerome gets the most out of chrome 
with years-ahead design that proves 
again. You profit alleways with 
Ramco. (Automotive piston rings) 
Adv. from Motor, Mar. 1953, p. 

107. Appl. author: Van Auken, 
Ragland and Stevens. © 15Mar53; 
KK83835. 





RAMSEY CORPORATION ©, 

Ramcrome's new but proven 3-way con- 
trol principle proves again. You 
profit all-ways with Ramco. ({(Auto~- 
motive piston rings) Adv. from 
Southern automotive journal, Feb. 
1953, pe of cover. Appl. authors 
Van Auken, Ragland & Stevens. 
© 8Feb53; KK82432. 





RAMSEY CORPORATION Cy 
Ramsey presents SpirOQlox. (Locking 
rings) Clipping. © IMayl8; 
83h. 





RAMSEY CORPORATION. © 

Regular or chrome plated sets ces 
Youtre sure to do the job right 
with Ramco. (Automotive piston 
rings) (In Motor age magazine, 
Dece 1953, pe 5 of coast Apple 
author: Van Auken, Ragland & 
Stevens. © 5Dec533 KK92332. 


You'tre eas Ramco. @ 





RAMSEY CORPORATION ©. 
Bag Te method does more! 
Piston rings and expanders) Clip- 
ping. © 1Nov8; «Kx350)8. 





RAMSEY CORPORATION ©, 


Save money on engine repair. Ramco 
repowering station. (Piston rings) 


Adv. from Saturday evening post, 
dune 17, 1950, p. 142. © 17dun50; 
KK73681. 





RAMSEY CORPORATION ©, 

Sell it as one package for bigger job 
tickets§ Ramco, [From Motor age, 
Sept. 1990 inside back cover] ' 
Sheet. (R5233P) © lsep50; KKSI196. 


OCT 28 1990 





“RAMSEY | CORPORATION a 
| perf 


ae Sheet. fr Lenk: 





RAMSEY CORPORATION ©. 

Sell re-ring jobs that customers will 
brag about 2 years from now! (Pis- 
ton rings) Sheet. © lMay9; 

KK 59006. 





RAMSEY CORPORATION ©, 
$011 the big profit service this eas« 
ier way. Ramco, [From Motor age] 
bf me rings) sheet, (R525)P) 
1Nov503 KK59956. 


APR 





RAMSEY CORPORATION ©. 

7 large bearing surfaces insure cush- 
ioned inner ring action. [From Mo- 
tor age, May 1950, inside back cover 
p-] (Piston rings) Sheet. (R5056 
T) © lMay50; KxK51223. 





RAMSEY CORP., St. Louis. 
The sign of finer engine service. 
(Piston rings) © laugl7; 
KK184,92. : 





RAMSEY CORPORATION ©. 

Spirolox saves machining, assembly 
time, parts, space, weight. (Re- 
taining rings) Clipping. © 1Now8; 
KK}5052. 





RAMSEY ( CORPORA TON’ G Bes 
Spirolox saves 


aa. Sane oe test 
KK38562. 





loxt (Piston rings) > onal 
isepl8; xK38565. 











RAMSEY CORPORATION ©, 
Squeezing action, Ramco, {From Auto+ 
motive digest, Aug. fa Tront 
cover} (Piston rings) Sheet, 


(R5056TaAD) © laug503 KK51189. 





RAMSEY CORPORATION UU. 
Still harvesting praise 2 years 
from now! Ramco re-powering keeps 
customers bragginge (Piston rings) 


Sheet. © 15Sepl9; KK254. 





KK 7895 


Ramsey corporation, claimant. 
Substance of things unseen. (Piston rings) 
[Philadelphia, Printed by Chilton co.] c1947. 
clipping. 


Print. 

Appl. author: B. F. Stevens, employee for hire 
Van Auken & Ragland. 

(© Went7; author, St. Louis; KX 7895. 


lg 2-14-47 





RAMSEY CORP., St. Louis. 
fakes the rock out and keeps 
it out. (Piston rings) 
© 1July73 KK171,81. 





RAMSEY CORPORATION ©. 

This money saving way. Ramco 
(Prom Saturday evening post, p. 183) 
(Piston eings) 
© 210ct50; KK60727 


aii (R5005) 





RAMSEY CORPORATION, © 

This no compromise story now appeare 
ing in automotive magazines, is 
another reason why you profit alle 
ways with Ramco, (Automotive 
piston rings) (In Jobber topics 
magazine, Jane 195i, pe 155156) 
Appl. author: Van Auken, Rag 
& Stevens. © 15Jan53 KK9325). 





RAMSEY CORPORATION © 
The three important things to rememe 
ber about Ramco ee. (Automotive 
piston rings) From Jobber topics 
magazine, Septe 1953, pe 11261135. 
Appl. author: Van ree Ragland & 


Stevense © 15Sep533 KKS9750. 





KK 3921 


Ramsey corporation, claimants 
25 years and many hundred million rings later. 


(Piston rings) [Philedelphia, Printed by Chil- 
ton co.] ch946. 


Clipping. 
P rint. 


Application author: B, F. “tevens, employee 
for hire Van Auken & Ragland. 
@) 5-1-46; 2 ¢ 6-9-46; St. Louis; KK 3921. 


& ‘AFP 6@=20—46 





RAMSEY CORPORATION ©. 

2 unique Ramco principles: 2 impor- 
tant reasons why Ramco 10-Up curbs 
wear. (Piston rings) Adv. from 
Chilton's motor age, Apr. 1951. 


© lapr5l; KK74239. 





RAMSEY CORPORATION ©, 

2 unique Ramco principles. 2 impor= 
tant reasons why Ramco 10=Up curbs 
wear. (Piston rings) Sheet from 
Motor age, Apre 1, 19516 @ lApr5i; 


KK66665 





RAMSEY CORPORATION ©. 

2 years from now, customers will 
still be bragging, "you're the San- 
ta Claus" From Southern automo- 
tive journal] (Piston rings) 
Sheet. (R3394) © Wech9; KK51217. 





RAMSEY CORPORATION C. 
Up in high’ 2 years from now! 
(Piston rings) Sheet. © lAugl9; 
KK/12536. 





RAMSEY CORPORATION ©. 

Want a practical way to get more 
ignition jobsi [From Automotive 
digest, May 1950, cover p.] (Pis- 
ton rings) Sheet. (R5057AD) 
© 1iMay50; KK5i222. 





RAMSEY CORPORATION Cy 
What is the primary purpose of inner 
rings? Ramco. From Jobber topics, 
Octe 1953, pe 1086109. Appl. au» 
thor: Van Auken, Ragland and 
Stevens. © 15006533 KK91267.« 





RAMSEY CORPORATION ©. 
What's ogee 2 Why, ree ae 4 of 
course! Piston rings) Clipping. 
© ipedl8; xK330)9. 


(in nokce: 4¥7) 





RAMSEY CORP., St. Louis, 
Where a thought becomes a ring! 
(Piston rings) Clipping. 
© 1Seph7; KK15997. 





Kx 12772 


Remsey corp., claiment. 

Where a thought becomes a ring. (Piston rings) 
{[Philedelphis, Printed by Automotive & aviation 
industries, Chilton co.] ¢1947. 

sheet, illus. 29cm. 

Print. 

Ven-hbken'& Regland. ” -Stevens, employee for hire 
c/Remsey corp.e, St. “ouis; MMay47; KK12772. 
Py 5Jun47 rs 





RAMSEY CORPORATION ©. 
The winning ticket; 2 ways? [From 
Automotive digest, Mar. 1950, cover 
] (Piston rings) Sheet. (R071 
© lIMar50; KK51229. 


ee Wa- 8 1959 





RAMSEY CORPORATION Cy 

Years ahead in engineering firsts, 
for over 32 years. Ramco piston 
rings, piston expanders, 3-up parts 
cleaner. From Motor magazine, Nov. 
1953, pe 1286129. Appl. author: 
Van Auken, Ragland & Stevens. 
© 15Now533 KK9188),. 





RAMSEY CORPORATION Ge 
You are alleways years ahead with 
Rameos. (Automotive piston rings) 
From Jobber topics magazine, Nov. 
19535 De 2378210. Appl. author: 
Van Auken, Ragland & Stevens. 
© 15Nov533 KK91883. 








RAMSEY CORPORATION ©. 

You expand both your profit and 
your re-powering “Rep with Ramco 
piston stabilizers here. (Piston 
rings) Clipping. © lJunl8; 
KK2),832. 





RAMSEY CORPORATION. © 
You need not compromise when you use 
Ramco. Ramco 10 Up — rings. 
(In Motor age, Feb. 


95. pe 3 of 
cover) Appl. author: Van Auken, 
Ragland & Stevens. © 5Feb5l,; 


KK93979« 





RAMSEY CORPORATION. © 

You never need to compromise when 
you use Ramco, You profit all« 
ways with Ramco 10 Up piston 
rings. (In Motor age gare 
Jane 195, pe 3 of cover 
author: Van Auken, Ragland & 
Stevense © 5Jan5i3 KK935255~ 


Appl ° 





RAMSEY CORPORATION. © 
You never need to compromise when 
you use Ramco, You're always sure 
of chrome ees Ramco 10 Up piston 
ringse (In Motor ag ages Mar. 195), 
pe 5 of neers Appl. author: 
Van Auken, Ragland & Stevense 


© Sard; KKIU99~ 





RAMSEY CORPORATION ©. 

You profit all-ways with Ramco. New 
Ramcrome chrome plated piston rings 
prove again. (Automotive piston 
rings) Adv. from Jobber topics 
magazine, Jan. 1953, Pe 8-9. = 
author: Van Auken, Ragland 
Stevens. © 15Jan53; ix62430. 





RAMSEY CORPORATION ©, 

You profit alleways with Ramco, 
B-175. (Automotive piston rings) 
Adv. from Jobber topics magazine, 
Mar. 1953, Pe 8-9. Appl. authors 
Van Auken, Ragland and Stevens. 
© 15Mar53; KK6l, 31,7. 





RAMSEY CORPORATION @e 
You profit alleways with Ramco. 
Be199dJT. (Automotive piston 
rings) Adve from Jobber topics 
magazine, Apr. 1953, pe 101-102. 
Appl. author: Van Auken, Ragland 
KKB; 34,86 


and Stevens. © 15Apr533 





RAMSEY CORPORATION ©. 

Your big profit difference in piston 
rings. No gap spiro-seal. You 
profit all-ways with Ramco. 
(Automotive piston rings) Adv. 
from Jobber topics, May 1953, 

p- 111-112. Appl. author: Van 
Auken, Ragland and Stevens. 
© 15May53; KK86735. 





RAMSEY CORPORATION ©. 

Your big profit difference is Ramco 
no gap Spiro-Seal. It bridges the 
gape {Automotive piston rings) 
From Motor magazine, May 1953, pe 
13s, “-- author: be an 

and Stevens. SMay533 
KKB7198< 





RAMSEY CORPORATION G. 

Your dipestick warns you. Cars that 
waste oil are headed for premature 
old ages Ramco. (Piston rings) 
Sheet from Saturday ev post, 
Feb, 2), 1951, pe 98. © b515 
KK66669. 





RAMSEY CORP. 
SEE 


RAMCO-OPERATOR. 


o Library of Congress 


Copyright Office 





RAMSEY CORPORATION . 
SEE 


THE SALES LEVER. 


e Library of Congress 


Copyright Office 








RAMSEY COUNTY, Minn. SEE 
MoGill-Warner Company. 
Ramsey County .e. F6686. 





RAMSEY COUNTY, N. D. 


MULDROW AERIAL SURVEYS CORPORA- 

TION, Midland, Tex. 

Controlled regional base map no, ND-2 
[showing portions of Cavalier, Ramsey 
and adjacent counties, N. D.] map on 
sheet 197 x 103 cm. Scale 1:96,000 or 
1" = 8,000', Blue line print, © Muldrow 
Aerial Surveys Corp., Midland; 14Nov51; 


F10574, 


. CAVALIER COUNTY, N. D. 
. RAMSEY COUNTY, N. D. 


Library of Congress & 
Copyright Office 





Ramsey Milholland. 
e2eTarkington, Booth. R937-l939. 


afp 7Febl7 





Ramsey Milholland. 
otarkington, Booth. R355, 358, 356. 


@ afp 6Febl;7 





Ramesy Milhollend, ; 
kacBarkington, Booth. 10436. 


egn 12Feb47 





RAMSEY presents SpirOlox. SEE Ramsey 
Corporation. KK2)83l. 





Ramseyer, Edwin, 1896- 
Der gelbe Streifen. ,Roman, Ziirich, Biichergilde Gu- 
tenberg (1947, 


824 p. 19cm. (Gildenbibliothek der Schweizer Autoren) 


I, Title. 1. Series. 
JT2635.A477G4 833.91 48-12574* 
© Biichergilde Gutenberg ; 1Jul47; AF4005. 


¢\ 
Library of Congress & (2) 





Ramseyer, F. W. 

Whence comes this fragrance?, Quelle 
est cette odeur agréable? For three=- 
part chorus of women's voices a cappella 
traditional [words] English version’ by 
Ce Ae Garabediane Old French carol. 
[New York] G. Schirmer, inc. 18¢ 

arrangement, 180cthé; publisher; 


EP9737» 


Ie Garabedian, CeAe,tr. IIe Title. 
arty Title; ‘° est cette’ odeur 


apréable? 
ei ay 


XM2074.03 | 
Re 





weelinck, Jan 


today. 





Ramseyer, Frank W. 


ENTRANCE AND MARCH OF PEERS; from 
Iolanthe, w Sir William Schwenck 
Gilbert, m Sir Arthur Seymour Sulli- 
van, men's chorus arr. Frank W. 

Ramse er, Jr. © 15Mar26, £636567. 
RITE, 9Jul53, Frank W. Ramseyer, 
JY. 


Library of Congress 
Copyright Office 





ved 


P 
Cc 

Pa 
q 

QQ 





Ramseyer, Frank W. 


M2095 GARABEDIAN, CARL A 1894- 

G Three Provengal carols; for 4 part chorus 
of women’s voices, a cappella, English 
version by C. A.G., arr. by C. A. Gara- 
bedian and F: W. Ramseyer. (Christmas 
carols, 2719) © The Boston Music Co., 


Boston; 12Aug49; on arrangement & 
English version; EP39523. 


I. Ramseyer, Frank W., joint composer. 
II. Title. 


Library of Congress a 
Copyright Office xM2094.4 





Ramseyer, Frank Wells, Jr. 


AVE MARIA m Cesar Franck © arr 
Carl Arshag Garabedian & Frank Wells 
Ramseyer, Jr. 6Sep49 on arr 


EU177989 


Library of Congress @ 


Copyright Office 





Ramseyer, Frank Wells. 


BRING A TORCH © English w & arr Carl 
Arshag Garabedian arr Frank Wells 
Ramseyer 29Jan\8 EU123586 


Library of Congress % 
Copyright Office 





Ramseyer, Frank Wells, 1905- 
M2095 GARABEDIAN, CARL ARSHAG, 1894- 
-G Catalonian Christmas carols; XVth 
century, for four-part chorus of women's 
voices, a cappella, English versions by 
'C. A. G., arr. by C. A. Garabedian and 
F. W. Ramseyer. (Octavo church music, 
2751) 25¢ © on arrangement; The Boston 
Music Co.,- Boston; 9Jun50; EP47390. 


I. Title. .[Il. Ramseyer, Frank Wells, 
1905- ae sed 


Library of Congress & 
Copyright Office xM2094. 4 





Ramseyer, Frank Wells, Jr. 


COVENTRY CAROL, with w, from The shear- 
men and tailors; m arr & © on arr 
Frank Wells Ramseyer, Jr. & Carl 
Arshag Garabedian 7Feb50 EU192998 





Ramseyer, Frank Wells. 


FOR UNTO US A CHILD IS BORN. Church 
cantata no.ll2 m Johann Sebastian 
Bach © English w & arr Carl Arshag 
Garabedian arr Frank Wells Ramseyer 
29Jan\8 EU1235587 





Ramseyer, Frank Wells, Jr. 


GLORIA from Messe & trois voix, op. 12 
m César Franck © arr Carl Arshag 
Garabedian & Frank Wells Ramseyer, Jr. 
6Sep49 on arr EU177990 


Library of Congress @ 


Copyright Office 





Ramseyer, Frank Wells, jr., arre 

God's.Son hath set me free; arranged 
by F. W. Ramseyer, jr., and Carl Arshag 
Garabedian. 

Score: SSAA. 

© 3-26-46; C. A. Garabedian, Norton, 
Mass.; EU 23728. 





Ramseyer, Frank Wells, arr. 
Grieg, Edvard Hagerup. Psalmer, 
ope 74, no. 1. Hvad est Du dog 
skjgn. 





Ramseyer, Frank Wells. 


GRIEG, EDVARD HAGERUP, 183-1907. 
[Psalmer, op.7l, no. 1. Hvad est Du 
dog skjgn] 

How fair is Thy face; arranged by 
Frank Wells Ramseyer, jr. and Carl 
Arshag Garabedian. © 4-26-l6; C. A. 
Garabedian, Norton, Mass.; EU19872; 
new matter: arrangement. 


Library of Congress & 


Copyright Office 





Ramséyer, Frank Wells, Jr. 


SELECTIONS FROM RIMSKY-KORSAKOFF'!S 
CHRISTMAS EVE REVELS; w Hedda Korsch 
m Nikolai Andreevich Rimskii-Korsa- 
kov arr, tr & © on English w & 
changed & arr m Carl Arshag Gara- 
bedian & Frank Wells Ramseyer, Jr. 
7Fet50 Ev192999 





Ramseyer, Frank Wells. 


SING WE NOEL © English w & arr Carl 
Arshag Garabedian arr Frank Wells 
Ramseyer 29Jan8 EU123585 


Library of Congress 


Copyright Office 





Ramseyer, Frank Wells, Jr. 


SUNNY BANK, with w; m arr & © on arr 
Frank Wells Ramseyer, Jr. & Carl 
Arshag Garabedian 7Feb50 EU192997 





Ramseyer, Frank Wells. 


TOURO-LOURO-LOURO © English w & arr 
Carl Arshag Garabedian arr Frank 
Wells Ramseyer 29Jank8 Bu12358) 


Library of Congress e 


Copyright Office 





RAMSEY'S (Betty) E-Z Bowling Records. 
SEE Ramsey, Betty Ex 





Ramshackle cabin; w Dora Moore Andersony 
mE. M. Nickel, arr Vern Elliott. © 
Edna May Nickel, Hollywood, Calif.; 
27Mayl:7; EU77005. 


Library of Congress é& 
Copyright Office . 





THE RAMSHACKLE SHACK by Ervin Drake 
& Jimmy Shirl © Starlight Songs, inc, 
Notice 24Feb53 v21 p408 


Library of Congress 


Copyright Office oe 





THE RAMSHACKLE SHACK; w & m Ervin 
Drake & Jack Mendelsohn © Starlight 
Songs, inc. 3Jun52 EU276952 


Library of Congress 
Copyright Office 





RAMSHACKLE SHACK ON THE RANGE; m Louis 
Tobin w & © George William Rackham 
22Jan51 EV227292 


aa \ 
¢t® 


Library of Congress & 
Copyright Office 





Ramshackle shanty; w&m Re Ie 
Romdall. © Ruby Irene Romdall,: 
Montrose, Moe; llMay 7; EU785Li5 « 


Library of Congress & 
Copyright Office 





KK 8421 
Ramshead emotion transformers. 
see 


Lanolin corporation of America. 


& afp 27Febl,7 





RAMSLAND, CLEMENT SEE ALSO 
Ramsland, Luverne Clement 





RAMSLAND, CLEMENP, joint authors. 
Communicating through speech » 


AA163831. SEF Bystrom, John. 





RAMSLAND, LUVERNE CLEMENT. 
Mr. Croo, a play in three acts by Clement 
Ramsland and Thomas Hove. © Thomas 0. 
Hove, Clement Rameland; kJan52; pU29585. 





RAMSLAND, LUVERNE CLEMENT SEE ALSO 
Ramsland, Clement 





Ramson, Herb. 


I'VE GOT THAT FEELING; w & m Jerome 
Pomus & Herb Ramson © Progressive 
Music Pub. Co., inc. 30Nov51 
EU257524 


Library of Congress & 
Copyright Office 





RAMSON, HERB, pseud. SEE ALSO 
Abramson, Herbert C. 


Eu264)22 





Ramspeck, Robert 


American management association. ~ 
... Reconciling labor and management philosophies ... New 
York, N. Y., American management association, °1946. 


32 p. 23™. (Its Personnel series, no. 98) v/94#1, 


“Papers ... presented at the Personnel conference of the American 
management association, held at ... Chicago, February 13-15, 1946.” 


ConTENTS.—The common goal of management and labor, by G, D. 
Heaton.—Labor and management look ahead, by E. W. Bakke.—Labor, 
management and Congress, by Robert\Ramspeck. 


1. Industrial relations. I. Title. 


46-21872 


Library of Congress HD6971.A565 
ss 331.152 





RAMSPECK, TED. SEE 
Ramspeck, Theodore Rosalva, 1893- 


EU360529 





Ramspeck, Theodore Rosalva. 


LOUISA; w & m Theodore Rosalva Ramspeck 
arr Alton O'Steen © Theodore Rosalva 
Ramspeck 7Jun54 EU360529 


Library of Congress & 
Copyright Office 





Ramstad, Mrs. Mardell. 


MY PICTURE ALBUM m Herbert Cooper 
Sessoms © w Mrs. Mardell Ramstad 
6Dec49 EU187163 





Ramstein, Alex. 


CHRISTMAS DAY © w & m Alex Ramstein 
20Jun49 EU170674 


Library of Congress 
Copyright Office 





Ramstein, Alex. 


THE NIGHT WE KISSED AND SAID GOOD- 
BYE © w & m Alex Ramstein 20Jun49 
EU170675 


Library of Congress 
Copyright Office 





Ramstein, Matthew, Father, 1897- 


A manual of canon law. Hoboken, N. J., Terminal Print. 
& Pub. Co., 1947. 


vii, 747, xviii p. 23 cm. 


Errata slip inserted. 
Bibliography : p. 


© Matthew Ramstein; 15Nov,.7; A20697. 


1. Canon law. 2. Catholic Church. Codex juris canonici. 
Secular name: Richard Ramstein. 


BX1935.R3 a 348 48-1125* 


Library of Congress (Dj 





RANSTEIN, MATTHEW C. 
Marr ti ace memoranda. Sheet. 


© 27Dec50; AA1732135.« 





Ramstein, Matthew, father, 1897- 

The pastor and marriage cases; the celebration, adjudication 
and dissolution of marriage, by Rev. Matthew Ramstein... 3d 
rev. and enl. ed. New York, Boston ,etc.; Benziger brothers, 
inc., 1945. 

x, 258, xi-xvi p. incl. forms, 19™. 

© 2-27-16; 2 ¢ 3-8-6; Benziger brothers 

inc., New York; A 193. 


1. Marriage (Canon law) 2. Marriage—Annulment (Canon law) 
3. Divorce (Canon law) 1. Title. 


Secular name: Richard Ramstein, 


46-2606 


Library of Congress e HQ1024.R3 1945 
3) [173.1] 392.5 





’ rary Tw AGYT TIL }D fttrat 
AMSTEIN, MATTHEW RICHARD: 
re 


The art of good enunciation. 12 p» 
© Matthew Richard Ramstein; 7May52; 
AA211885. 





RAMSTRUM, ERIC PERE. 
Ornament. [Winged ornament for hood 
of car] Design. © Detro Products, 
inces le 26Aprl9; GU1239\. 





M1735 RAMTHOR, HORST, 1915- 

2 Heut hatt' ich Lust zum Ktissen; Schunkel- 

eat walzer, Musik: Horst Ramthor, Text: 
Fred Liere. © Risi-Ton-Verlag, Berlin; 
29Nov52; EFO-17442, 


I, Title. [II. Liere, Fred, 1898- 


Library of Congress 
Copyright Office 





M1350 RAMTHOR, HORST, 1915- 

R Menuett; Musik: Horst Ramthor [arr,. by 
Max Rohlee, pseud.] [Piano-conductor 
score (orchestra) and parts] © Tauentzien 
Musikverlag, Berlin; 29Dec53; EF0-27053. 


I, Title. [II Rogalski, Max, 1899- 


Library of Congress eS 





M1350 RAMTHOR, HORST, 1915- 

oR Wiener Skizze; Musik: Horst Ramthor 
[arr. by Max Rohlee, pseud.] (With his: 
Menuett) [Piano-conductor score 
(orchestra) and parts] © Tauentzien 
Musikverlag; 29Dec53; EF0O-27054, 


I, Title. [IJ. Rogalski, Max, 1899- 


Library of Congress @ 





RAMTITEH COMPANY.» 
Ramtite in steelk rolling mili 
furnaces. Folder, 111luas 
© The Remtite Cos, division of the 
Ss Obermayer Cos, Chicagog 5Apr5ig 
AALT9527 » 





Ranuc enamel] beautiful end enduring swimming 
pool finish, AAZ2760, see Inertol company, ings 


& Slg 5820-47 





RAMUNCHO, pseud, SEE 
-Bertran Reyna, Ramon, 1901- 


EF0-22195 


Library of Congress & 


Copyright Office 





RAMUNI, pseud. See 
Maurin, Rene. 


EF 13;g/-19F9 


Library of Congress 
Copyright Office 





RAMUNNO, ALBERT De 
Credit protection apubenne 
491,600. SEE Finance Adjustapnt 
Service. 





Ramuntcho. 


[ARTEON, LUCIEN] 1889- 
Ramuntcho; fandango [by] L. Ténaro 
M1356 [pseud.] (With Garcia, Charles. Néna) 
.G [Piano-conductor score (orchestra) and 
parts] © Julio Garzon, Paris; 31Dec49 
(in notice: 1950); EF0-2518. 


I. Title. 


2/2 
Library of Congress 40k; / 
Copyright Office MAY = 5 195¢ 





M1356 SCOTTO, VINCENT BAPTISTE, 187)- 

2S Ramuntcho; paroles de Jean 
Rodor [pseud.], musjque de 
Vincent Scotto. @© Editions 
Royalty, Paris; 25Novl6; 
EF5199. Piano-conductor 
score (orchestra), and parts. 


I, Coulon, Jean Pierre, 1881- 
lyricist. Il, -3itie, 


Library of Congress ei Music Cat e 
Copyright Office 





RAMUNTCHO. R253513- See Viaud, Julien. 





Ramures.. 


GUILCHER, JEAN MICHEL. 
Ramures, par J.-M. Guilcher et 
R.-H. Noailles. 101 p. © Ernest 
Flammarion; 12Nov533 AFO=-13288. 


I. Noailles, Robert Henri, illus. 
II. Flammarion, Ernest, firm. 


Library of Congress & 14 


Copyright Office 





RAMUS, JOHN E. SER 
New York and surrounding territory 
Classified business directory. 





Ramus, Sybla.- 


DESERT ECHOES arr Sybla Ramus, 
© m Margaret Beatrice Shelford 
230ct47 EU101766 





E unpub. 7200 


Ramus, Sybla, arr 
In the bamboo forest. 


See 


In the bamboo forest. 


was 5-20-16 ea 





Ramus, Sybla. 


LULLABY-LOO © m arr Sybla Ramus 
18Feb)8 Ev121)31 


Library of Congress eS 
Copyright Office 





Ramus, Syblee 


MRS. DOOLEY'S CAT arr Syblea Ramus, 
©w & m Margaret Beatrice Shel- 
ford 18Sep47 EU95875 





Ramus, Syblae 


MY LOVE IS A ROSE arr Sybla Ramus, 
ow & m Margaret Beatrice Shelford 
18Sep47 EU95876 





Ramus, Sybla. 


THE SONG OF MY SOUL arr Sybla 
Ramus ©) w &m Margaret Beatrice 
Shelford 230ct47 EU101767 





Ramus, Sybla. 


TENDERNESS arr Sybla Ramus @w &m 
Margaret Beatrice Shelford 5Sep47 
EU95947 





Ramus, Sybia. 
VIOLIN IN-A NUTSHELL FOR BEGINNERS, PART 
1; m & arr m Elena De Sayn arr Sybla 
Ramus © Elena De Sayn 2Ju154 EU363234 


Library of Congress 
Copyright Office 





Ramuz, GC. F. 
The end of all men. 


Translation by Allan Ross MacDougall 
of Presence de la mort. 


© 6dechh; 2c Speci; Pantheon books 
ine., New York; A585. 


I. MacDougall, Allan Ross, illus. 


II. Title, 





RAMUZ, CHARLES FERDINAND. 
Aline, histoire. (€ lMay27; AF553502. 
Mme Olivieri-Ramuz, née Marianne 
Ramus (C); lJun53; R131,05. 


Cl. OLIVIERI; SAMSR, MARIANNE (RAMUZ) 


x RAMUZ,; MARIANNE (RAMUZ) OLIVIERI- ac ek 





RAMUZ, CHARLES FERDINAND. 
L'amour du monde. © 27Jul25, ar28787- 
R98932, 18Aug52, mmo Olivieri- 
Ramuz (née Marianne Ramuz) (C) 


Cl. Olivieri-Ramuz, Marianne Ramuz 2c 





Ramuz, Charles Ferdinand, 


Campane, 


Osuvres Libres. 


NOs 


S 
Agne 


Ce 


is A 





RAMUZ, CHARLES FERDINAND. 

Chant de pfaques, récit. [Précédé 
de La présence perdue, par Gustave 
Roud] Dessins d'Auberjonois. 
© La Guilde du livre; 25Feb51; 
AF13529. 


I. Roud, . Gistave: - 
II Guilde du livre. 


Library of Congress ae 





Ramuz, Charles Ferdinand, 1878,1947 
Guyot, Charly, 1898- 
Comment lire C. F. Ramuz. Paris, Editions “Aux étudiants 
de France” ,1946, 
107 p. port. 18cm. (Comment lire) 
“Bibliographie” : p. (97)-100. 


1. Ramuz, Charles Ferdinand, 1878-1947. 1. Title. 1. Series. 
PQ2635.A35Z58 47-7973* 
© Editions “Aux étudiants de France”; 30Dec46; AF4237. 


Library of Congress eS (2) 





Ramuz, Charles Ferdinand, 1878— 

The end of all men ,by, C. F. Ramuz, rendered into English 
by Allan Ross Macdougall. Introduction by Denis de Rouge- 
mont. ,New York, Pantheon books inc. 1944, 

XV, (1) p., 11., 19-222, 1) p. 193™. 


“First edition.” 


© 12-6-l4; 2c 12-9-4; Pantheon books, 
inc., New York; A 585. 


I. Macdougall, Allan Ross, tr. nu. Title. Translation of 
Présence de la mort. 


44-51046 
Library of Congress @ PZ3.R15En 
(15, 





RAMUZ, CHARLES FERDINAND. 

Fin de vie, récit. Dessins d' Auberjonois. 
[Précédé de Ramuz 4 l'oeil d'épervier, 
par Jean Paulhan] [49] p. illus. 
© Guilde du livre, Lausanne; 25Nov49; 
AF12364. 


I. Paulhan, Jean. 
Il, Guilde du livre. 


Library of Congress & 
Copyright Office 





sag CHARLES PERDINAND. 
grande peur dans la mon Os 
‘Tuayss, Mine 0 liviere-Ramuz (née 
Marianne Ramus) (C 


Cl. Oliviere-Ramuz, Marianne 2c 
x Remmz, Marianne Oliviere- 2c 





RAMUZ, CHARLES FERDINAND. 
La guérison des maladies. © 3l0ct2h, 
AF25991. R86536, 21Nov51, Marianne 
Olieveri-Ramuz (née Ramuz) (C) 


I. OLIEVERI-RAMUZ, MARIANNE 
x Ramuz, Marianne Olieveri- 





RAMUZ, CHARLES FERDINAND. 

Joie dans le ciel. (Les Cahiers 
verts, 56) © 15m125, ar28508. 
n9a928, LGAug52, Marianne Olivieri-~ 
Ramus (née Ramus) (Cc) 


Cl. Olivieri-Ramuz, Marianne Ramuz 2c 





Ramuz, Charles Ferdinand, 1878— 
... Journal, 1896-1942. Paris, B. Grasset ,1945, 


381, (2) p. incl. front. (port.) 1947. 


PQ2635.A35Z55 47-18245 
© 30Dec45; 1c 9Aug46; publisher; AF1890. 


Library of Congress & 12) 





Ramuz, Charles Ferdinand, 1878-1947 


Tolstoi, Lev Nikolaevich, Graf, 1828-1910. 


Maitre et serviteur; traduction nouvelle revue par C. F. 
Ramuz. Lausanne, Mermod ,1946, 


145 p. port. 18¢em. (Collection du bouquet, 26) 


L Ramuz, Charles Ferdinand, 1878-1947, tr. wu. Title. uz. Series. 
Translation of Xo3s9uH 4 padoTHuk (trans- 
literated: Khozfain i rabotnik) 


PG3367.F5K6 47-27824* 
© Editions Mermod, Lausanne ; 300ct46 ; AF3635. 


Library of Congress ay 





Ramuz, Charles Ferdinand, 1878-1947. 
Nouvelles. Paris, B. Grasset ,1947, 


249 p. front. 19cm. 


ConTENTS.—Un vieux de campagne.—Le retour du mort.—Coup de 
vent.—La fille endormie.—Le pére Antille-——Le lac aux demoiselles.— 
Accident.—Halte des forains.—La folle en costume de folie—Amour.— 


Pastorale.—Trois vallées. 


PQ2635.A35N6 843.91 47-8350* 
© Editions Bernard Grasset; 30Apr47; AF4182. 


Library of Congress @ (2) MS 





AF59 


Ramuz, Charles Ferdinand, 1878- 

Les servants et autres nouvelles. 
[Lausanne] Mermod [19,6] 

23h, De 205 


© 15Jank6; fditions Mermod; AF\59. 


13s Title. 


Library of nai & car 1hMarl6 





Ramuz, Charles Ferdinand, 1878- 


ARMA, PAUL, 1905- 

Le soleil ne se montrait pas; chants du 
silence [by] Paul Arma, pour chant et 
piano sur un texte de C. F. Ramuz, 
couverture dessinée par Léon Gischia. 
© Heugel & cie, Paris; 19Jan53; EF19340. 


I, Title. [II. Ramuz, Charles Ferdinand, 
1878- ] 


art. 
Library of Congress & 





RAMUZ, CHARLES FERDINAND. Source author. 
Story of a soldier. 0DU33685. SEE Moss, 
Stella. 





RAMUZ, CHARLES FERDINAND, 

Le village brulé; derniers récits. [Ed. 
originale] Lausanne, Guilde du livre 
[1951] 222 p., illus. © La Guilde du 
livre; 14Nov51; AF13428. 


I. Guilde du livre. 


Library of Congress & 
Copyright Office 





RAMUZ, CHARLES FERDINAND. 

What is man. Translation by Gouver- 
neur Paulding, introd. by Albert 
Béguin. [Extracts from the author's 
Besoin de grandeur, Taille de l'homme, 
and Questions. New York, 1948] 


245 p. © Pantheon Books, inc., 
New York; 210ct48; on translation; 
A27134. 


I. Paulding, Gouverneur, tr. 
II. Pantheon Books, inc. 


Library of Congress & 
Copyright Office 





Ramuz, Charles Ferdinand, 1878-1947. 
When the mountain fell. (Translation by Sarah Fisher 
Scott. New York, Pantheon Books ,1947, 


221 p. 20cm. 
“Original French title: Derborence.” 


x. Scott, Sarah (Fisher) 1909- tr. 1. Title. 
PZ3.R15Wh 843.91 47-11205* 


© Pantheon Books, inc. ; 9Oct47 ; A18262. 


* EIS 


Library of Congress (10; 





RAMUZ, MARIANNE OLIVIURI«- 
SEE Olivieri-Remuz, Marianne. 





RAM-Z, BILL, pseud. SEE 
Ramsey, William, Jr. 
(1927- 


EU297534 





Ran plen plan. 


M1727 [CRAPS, ERNEST] 1903- 

22 Ran plan plan; la samba des petits soldats 

a 2 de bois, paroles & musique: Claude Alix 
[pseud.] et David Bee [pseud.] © World 
Music Co., Bruxelles; 10ct49; EF0-1159. 


I. Broek, Paula van de, 1918- Il. Title. 


Library of Congress 
Copyright Office 





M1727 
2 


Ran plan plan. 


CRAPS, ERNEST JEAN, 1903- 

(Ran plan plan) Wooden soldier samba 
band; words by Florence Miles, music by 
Claude Alix [pseud, and] David Bee 
[pseud.] 40¢ © on English lyric; Duchess 
Music Corp., New York; 3Apr51; 
EP53787. Appl. states prev. Bi 


15Feb51, EU230067. 3 1 1951 


I. Broek, Paula van de, 1918- II, Title. 


Ill. Title: Ran plan plan. [IV. Miles, 
Floren 


Library Pa a 
Copyright Office 





RANA. (C-1) GU 4106 see Whiting, 
Wilbert Leonard, sr. 





E unpub. 2257. 


Ranahen, J. F. 
You had my number. 


see 


Galliher, Herbert Parrish, jr. 


& MSE b-h-h6 





RANALD, JOSEF ©, 

How to lmow people by the way they 
danceg your revealing mannerilam. 
Polde sheet, illus, © 20ct503 
AA1.62866 





RANALD, JOSEP ©, 
How to know people by the way they 
drive; your revealing mannerisms. 
Polder, illus. © 155ep503 WAALE3357 « 


ocT 2.0 1950 





RANALD, Josef, SEE 
You’ Pate Is in Your Hands, MP1629, 





Ranalli, Carmen. 

TRYING TO FORGET; m James Charles Mc- 
Neil w & © Carmen Ranalli 7Aug50 
EU212146 


AUG 2 8 1950 


Library of Congress 
Copyright Office 





Ranalli, Josephine. 


A MOTHER'S PLEA; m Louis Tobin w & 
© Josephine Ranalli 11Dec50 EU223352 


JAN 11 1951 





Ranalli, Ottino. 

FONTANE DI ROMA; poema sinfonico di 
Ottorino Respighi, istrumentazione 
adi O. Ranalli; partitura di banda. 
© 15Nov20, E485942. R39744, 250ct48, 
Ottino Ranalli (A) 


Library of Congress & 
Copyright Office 





» Ottino. 


SUITE SICILIANA; per orch. di Gino 
Marinuzzi, istrumentazione 0. Ranalli; 
partitura di banda, in quattro tempi. 
© 19Apr21, £506458. R44971, 7Mar49, 
Ottino Ranalli (A) 


Library of Congress & 
Copyright Office 





Ranard, Grant. 


I'M WRITING A LETTER; w Grant Ranard m 
Ronald Buck © Grant Ranard 12Apr54 


EU354337 


Library of Congress @ 


Copyright Office 





RANAY, JEANNE, 
José Torres, le danseur seul. 
De illus. © Jeanne Ranay, 


a hNovlk7; AF7020. 


I. Torres, José, 


Library of Congress 
Copyright Offce 





Ranc, Anna. 


CRADLE SONG w & m Anna Ranc © Anna 
Wagner 4Sep47 EU94456 





Rance, Anna 


FLIRT. BYLA PEKNA PANENKA w & m 
Anna Ranc(c Anna Wagner 4Sep47 
EU94A59 





Ranc, Annae 
Iullaby; words by A. Riri's 
For voice and piano. 
+63; A. Ranc, Elmhurst, N. Y.; 


EU Shae. 





Ranc, Anna. 





Rance, Anna. 


MY WISH w & m Anna Renc ©)Anna 
Wagner 4Sep47 EU94457 





Rane, Anna. 


POSVICENSKA. THANKSGIVING w &m 
Anna Ranc (© Anna Wagner 4Sep47 
EU9L458 





Ranc, Anna. 


PRETTY MAID w & m Anns Ranc @ Anna 
Wagner 4Sep47 EU94451 





Ranc, Anna. 


UKOLEBARKA. LULLABY w & m Anna 
Rane @)Anna Wagner 4Sep47 
EU94461 





Ranc, Anna. 

The unknown; words by A. Ranc. 

For voice and piano. 

© 7-2-6; A. Ranc, Elmhurst, N. Y.; 
EU 275296 





Ranc, Anna. 


VLASTIMA.e YEARNING FOR FATHERS’ 
LAND w & m Anna Ranc (6) Anna 
Wagner 45ep47 BU94455— 





Ranc, Anna. 


WALTZ English & Bohemian w & m 
Anna Rane (©) Anna Wagner 4Sep47 
EU94460 





Rane, Anna. 


WE ARE IN LOVE w & m Anne Ranc 
(© Anna Wagner 4Sep47 EU94452 





Ranc, Anna. 


WORKING GIRL w & m Anna Ranc ©) 
Anna Wagner 4Sep47 EU94454 





Rance, Haidée de. 


BY AND BY, from Jenny; w Harry 
Grattan, m Haidée de Rance. 
© 10Feb22, E527691. R60940, 10Apr5o, 
Aileen Peel Lake (C of H. de Rance) 





Rance, Haidée de. 


JENNY, from Jenny; fox-trot, m Haidée 
de Rance, arr.; pf. © 10Feb22, 
E527692. R60941, 10Apr50, Arthur 
Wood (A of arrangement ) 


Library of Congress & 


Copyright Office 





Rance, Haidée de. 


JENNY WREN, from Jenny; w Arthur 
Anderson, m Haidée de Rance. 
© 10Feb22, E527689. R60938, 10Apr5o0,. 
Aileen Peel Lake & April Hawkes 
Allan (C of H. de Rance 


_ Library of Congress & . 
Copysighe Office 





Rance, Haidée de. 


JENNY WREN, from Jenny; fox-trot, m 
Haidée de Rance, arr. Henri Jaxon; 


orch. © 31Mar22, E536308. R60943, 
1OApr50, Ascherberg, Hopwood & 
Crew, ltd. (PWH of H. Jaxon) 


Library of Congress 
Copyright Office 





Rance, Haidée de. 


LOVE AND LIFE AND LAUGHTER, from 
Jenny; w Harry Grattan, m Haidée de 
Rance. © 10Feb22, E527690. R60939, 
10Apr50, Aileen Peel Lake (C.of H. 
de Rance) 


Library of Congress e 


Copyright Office 





Rance, Haidée de. 


SELECTION, from Jenny; m Haidée de 
Rance, arr.; pf. © 10Feb22, 
E527688. R60937, l0Apr50, Arthur 
Wood (A of arrangement ) 





Rance, Haidée de. 


WALTZ, from Jenny; m Haidée de Rance, 
arr.; pf. © 10Feb22, E527693. 
R60942, 10Apr50, Arthur Wood (A of 
arrangement 





Rance, Hero de. 


I NEVER GUESSED; w Daisy Fisher, m 
Hero de Rance. © 26Sep25, E625163. 
R100324, 29Sep52, Hero de Rance (A) 


Library of Congress & 


Copyright Office 





Rance, Hero de. 


I. 0. U.s by Hero de Rance, orchestra 
arr. Chater Robinson & Sidney 
Baynes. © oon arr., 29Jule25, 
E615370. R97370, 9Ju152, Boosey & 
Hawkes, inc. (PWH of C. Robinson & 
S. Baynes) 


Library of Congress & 
Copyright Office 7 





Rance, Hero de. 


I'LL KEEP ON EXPECTING; w Jerry 
O'Rourke, m Hero de Rance. © 16Feb27; 
E657957. Hero de Rance (A); 8Mar54; 
R126824 , 


Library of Congress Ge 


Copyright Office 





Rance, Hero de. 


I'LL KEEP ON EXPECTING; by Hero de 
Rance, orchestra arr. Harry Acres; 
with w. © oon arr.; 14Mar27; E662594. 
Boosey & Hawkes, inc. (PWH); 
5Apr54; R128149. 


Library of Congress @ 
Copyright Office 





Rance, Hero de, 


MEMORY'S. MELODY; w Daisy Fisher, m 
Hero de Rance. © 20ct25, E625161. 
R100971, 130ct52, Hero ‘de Rance (A) 


Library of Congress & 


Copyright Office 





Rance, Héro de. 


MEMORY'S MELODY; by Hero de Rance, 
orchestra arr. M. Williams. © on 
arr., 19Dec25, E630747. R104644, 
22Dec52, cree | & Hawkes, inc. (PWH 


of M. Williams 


Library of Congress 
Copyright Office 





Rance, Hero de. 


ROMANTIC; w Ray Morelle, m Hero de 
Rance, banjo & ukulele arr. 
Alvin D. Keech. © 9Dec27; E677388. 
Hero de Rance (A); QDec54; R140386. 


Library of Congress & 
Copyright Office 





Rance, Hero de. 


SOMEBODY NEW; w Irvin Drexel, m Hero de 
Rance, banjo & ukulele arr, Kel 
Keech, © 3Jul126, E646263. R115062, 
20Jul53, Hero de Rance (A) 


Library of Congress & 





Rance, Hero de. 


THE WHOLE TOWN'S TALKING; m Hero de 
Rance, orchestra arr. M. Williams, 
2Dec26, E656897. R122916, 
21Dec53, Boosey & Hawkes, inc, 
(PWH) 


Library of Congress 
Copyright Office 





M1573 RANCE, HERO DE, 

oR You're mine; arr. for female chorus, 
S.S.A., by Felton Rapley, words by Bruce 
Sievier, music by Hero de Rance. 
(Vocal library, no.292) [With piano acc.] 
6d. © on arrangement; Chappell & Co., 
ltd., London; 270ct53; EF0O-23177. 


I, Title. [Il; Sievier, Bruce, 1894- 
Ill, Rapley, Felton, 1907- ] 


Library of Congress & 


Copyright Office 





Rancey, Jacqueline, pseud. 
see Romilly, Jacqueline de. 





Ranch, Harry. 

Angels know; w&mL. Wagner, 
H. Rench & Ml. Ater. € Lenny 
Wegner , Brooklyn, Harry Rench, 


New York & Mzl Ater, tlushing, 


N. Y.; 29Meyh7; EU77857. 


Library of Congress & 
Copyright Office 





Ranch, Harry. 


DON'T; w & m Harry Ranch & James Duffy 
© Sinclair Music, ine. 260ct53 
EU336209 


Library of Congress ey 


Copyright Office 





Ranch, Harry. 


I GUESS I ALWAYS KNEW; w & m Harry 
Ranch & James Duffy © Sinclair Music, 


ine, 260ct53 EU336210 


‘Library of Congress a 
Copyright Office 





Ranch, Harry, 1908- joint composer. 
(feo faylor, Seymour Harvey. It's all above the 
Adam's apple. 





Ranch, Harry. 


TAKE ME BACK TO IDAHO w & m Harry 
Ranch, Mal Ater & Dan Franklin 
© Duchess music corp. 1]lJul47 
EU84218 





KK 6919 


The "Ranch-about". 


Boston juvenile sportswear, inc., claimant 


mgc 12-5=46 





Ranch and livestock management. 


8e0 
Doane agricultural service, inc., 
St.Louis. 
Dp. A. 3S. agricultural digest. 
Ranch and livestock management. 


vf 23Aprl;7 





Ranch and livestock management. SEE 
Doane Agricultural Service, St. Louis. 
Doane agricultural digest. 





THE RANCH AT THE END OF THE TRAIL 
© w & m Joseph Edwin Stiles 23Nov49 


EU185985 





RANCH BEYOND THE MOON © w & m Carl W. 
Unruh 12Apr)8 £12760 


Library of Congress e 


Copyright Office 





RANCH BLUE BONNET @©w Charlotte 
Pearl Matson, m liadge Eldridge 
Hoyal 1Sepl,7 #090956 


Revised 


Library of Congress 
Copyright Oifce 





Ranch boy. KK 12262, see Kennel supply 
COs, Claimant. 


elg 5-26-h7 





RANCH BRIDE m Leo & Hector Richard 
© w Dorothy M. Chase lAug49 EU174971 


Library of Congress o 


Copyright Office 





RANCH CIRCLE FOUR; w, m & © Kate Re- 
becca Catloth 30Jan50 EU192327 


Library of Congress & 
Copyright Office 





A ranch for Danny. 


BULLA, CLYDE ROBERT. 
A ranch for Danny; illustrated by Grace 
Paull. New York, Crowell. 84p. 
© Clyde Robert Bulla; 2Aug51; A59270. 


I, Paull, Grace, illus. 


br/r 


Library of Congress 
Copyright Office * oct. 15 1951 





RANCH FRIENDS, SEE Murphy (Thomas D,) 
Companys 





The ranch has gone to war. 
22 Coutu, Lois B. 





Ranch homes for the West. 


HOME PLANNERS CLINIC, PORTLAND, 
OR. 
Ranch homes for the West; featuring daylite 
basements, [William F. Wayman and 
Roy R. Remington, application authors] 
Portland.[1951] 40p. illus. © William 


F, Wayman & Roy R. Remington; 
26Jul51; A57824, 


I, Wayman, William Forrest. 
II, Remington, Roy Ralph. 


Library of Congress © | SEP By | 1951 
Copyright Office 


‘awm/r 





Ranch homes for today. 


CASSENS, ALWIN. 
Ranch homes for today. 2d ed. 
417 p. Appl. author: Carl Louis 
Selden. © Archway Press, inc.; 
1Feb54; A124356. 


I. Selden, Carl Louis. 
II. Archway Press, inc. 
Unit C 


Library of Congress & fea 
Copyright Office 5 





Ranch homes for today. 


CASSENS, ALWIN. 

Ranch homes for today; house plans, 
including split-level houses, expandable 
houses, colonial houses, etc., for every 
income, every climate. [New York, 1953] 
ly. illus. (Know-how books, 41) 


© Archway Press, inc.; 15Feb53; A80103. 


I. Archway Press, inc. 


Unit C 
Library of Congress & jlr 


Copyright Office 





Ranch house boogie. 
tesQregory, Catherine Elizabeth. 





RANCH HOUSE BY THE RIVER; w, m & © 
Marian George Barnett 23Sep53 EU331923 


Library of Congress e& 





RANCH HOUSE FOR LAKEWOOD RANCHO 
ESTATES. SEE May, Cliffs 





THE RANCH HOUSE I LIVED IN LIES IN 
SHAMBLES © w & m Joe Fury & Gene 
Rivers 40Sepl7 EU95688 





Ranch house in Montana. 
fee Silverman, Rose Marie. 





RANCH HOUSE IN THE SKY © w LaJeanne 
Lattimore m Opal D. Horton 5Aug48 
EU139995 


Library of Congress & 


Copyright Office 





RANCH HOUSE IN THE VALLEY; w John H. 
McNutt m Dorothy A. Gorham © John H. 
McNutt & Dorothy A. Gorham 24Sep51 
EU250919 


Library of Congress 
Copyright Office 





Ranch house jamboree. 
CAs-Thomas, Dick. 





Raneh house master plans. SEE 
Prentice, Alexander Cs, dre 





Ranch house reel. 


CARYLL, DAVID, 

Ranch house reel; [by Bob Willis, pseud.] 
arr. by Jay Hicks [pseud.] [For piano] 
1/- © Francis, Day & Hunter, ltd,, Lon- 
don; 8Jan52; EF0-12551. 


I, Title, 


Library of Congress 
Copyright Office 





RANCH HOUSE ROUND-UP © w & m Beatrice 
Thresa Nikodem 5May49 EU168845 


yY 


Library of Congress © 


Copyright Office 





Ranch house Saturdey nights 
pfeaBloomy Rube, UPE5S56, 





RANCH HOUSE SUPPLY CORPORATION. 
Dealer agreement. Sheet. 
© Cliff May & Chris Choate; 
27FebS33; A133000. 





RANCH HOUSS SUPPLY CORPORATION. 
Tract agreement. Sheet. © ciiff 
May & Chris Choate; 15Feb5l; 
A133002. 





E-unpub. 2329. 


Ranch house waltz. 


Gregory, Catherine. 


SG MSH )-8-).6 





Ranch houses, 


Sunset magazine, 

Sunset western ranch houses, by the editorial staff of Sunset 
magazine, in collaboration with Cliff May. San Francisco, 
Calif., Lane publishing co. ,;1946, 

ix, 11;-160 p. illus. (incl. plans) 273™. 

“First printing September 1946.” 


© ateeonhes 2c 12Sepl63; publisher; 
A858. 


1. Architecture, Domestic—Designs and plans. 1. May, Cliff. m1. 
Title. ut, Title: Western ranch houses. Iv. Title: Ranch houses. 


46—6970 


Library of Congress ee NA7127.S92 
(4605; 728.6084 





A ranch in Mentana. 
tHaeBaker, Doris Jean. 





Ranch in the Rockies. 


M1508 DAVIES, HARRY PARR. 
Ranch in the Rockies; from Ranch in the 
Rockies, lyric by Patricia Nash & Sy 
Cromwell [pseud.] music by Frank 
Williams [pseud.] 2/- © Sun Music Pub. 
Co., ltd., London; 17Jul52; EFO-15618. 


I, Title. [II. Nash, Patricia. III. Evans, 
Reg.] 


xM1508,8 


Library of Congress Revised 
Copyright Office 2Dec52 





Ranch in the Rockies. 


M1508 SAUNDERS, MERVYN. 
(Ranch in the Rockies) Mine, only mine; 
music by Mervyn Saunders, lyric by 
Mervyn Saunders & Sy Cromwell [pseud., 
from the musical extravaganza] Ranch 
in the Rockies. 2/- © The Sun Music 


Pub. Co., ltd., London; 30May52; 
EFO-15302., 


I. Title. II. Title: Ranch in the Rockies. 
[Il. Evans, Reg] 


Kiouacaeee & xM1508.8 
Copyright Office 





Ranch in the Rockies. 


M1508 HENEKER, DAVID. 
(Ranch in the Rockies) Our melody; from 
the musical extravaganza Ranch in the 
Rockies, lyric by Christopher Hassall, 
music by David Heneker. © Sun Music 


Pub. Co., ltd., London; 6May52; 
EF 0O-14153., 


I, Title. -Il, Title: Ranch in the Rockies, 
[Ill. Hassall, Christopher Vernon, 1912- 


Library of Congress 
Copyright Office & xM1508.8 





RANCH IN THE SKY; w, m & © Herman 
Heiskell Burton & Clover May Diehl 
11lJun54 EU361082 


Library of Congress e 
Copyright Office 





RANCH IN WHITE. 1 reel. technicolor. 
(The Sports parade) 
Directed by Del Frazier; narrated by Knox 
Manning e 


© 9-30-46; 2c 10-15-46, release sheet; 
Vitaphone Corpe, author and claimant, New York; 
M 1183. 


& el 12-2446 





The ranch is lonesome for old pardner. 
tfeo¥Fortner, A. C. 





, 


(May 1949—8,000) 





Counsel Bi 
ng dastle ‘tush TRAY 3390 
: atlook Beh Vs AALS 5339 
ck, Vallace Bh ho 





RANCH MINK. KK8070). SEE Neiman- 
Marcus Companye 





RANCH mink 795.00. KK71793. SEE 
Neiman-Marcus Company. A special 
purchase. 





RANCH mink value. KK7893. SEE Neiman 
Marcus Companye Presenting an 
exceptional eee 





RANCH MUSIC, J. Re SEE 
Je Re Ranch Music 


EU36507) 





Ranch Music Co. 


M1630 HART, BENJAMIN, 1871- 

2 Adoration waltz, by Ben Hart. © Ranch 

.H Music Co., Hollywood, Calif.; 3Jan49; 
EP32528. For voice and piano, with 
chord symbols. 


L. Title. 


Library of Congress 
Copyright Office 





Ranch Music Co. 
BACK IN MY OWN HOME TOWN w & m 
David P. Patillo & Steve Gibson 
© Ranch Music Co. 15Dec49 EU187833 





Ranch Music Co. 

M1630 LATZKO, ANDREW. 

2 I didn't mean to break your heart; by 

o ke Andrew Latzko. © Ranch Music Co.,, 
Hollywood, Calif.; 14May51; EP54849, 


I. Title, 


Library of Congress 
Copyright Office 





Ranch Music Co. 
I'M LIVING FOR YOU w & m Steve Gibson 
© Ranch Music Co. 5Dec49 EU186972 





Ranch Music Co. 


M1630 Beg STEVE, 1915- 

2 Im living for you; by Steve Gibson. 

.G © Ranch Music Co. Hollywood, Calif.; 
5Dec49; EP43087. ‘For voice and piano, 
with chord symbols. 


I. Title. 


Library of Congress 
Copyright Office 





Ranch Music Co. 
M1630 LATZKO, ANDREW. 
2 Let's fall in love again; by Andrew Latzko. 
L © Ranch Music Co., Hollywood, Calif.; 
14May51; EP54848, 


I. Title. 


Library of Congress 
Copyright Office 





Ranch Music Co, 


SPRINGS, JAMES, 1911- 

Palace of stone; [words by] James Springs, 
Steve Gibson, Ruth Grahm [and] Lou 
Herscher, [music by James Springs and 
Steve Gibson] © Herscher & Joyce Song 
Publications, Ranch Music Co., Holly- 
wood, Calif.; 10Feb50; EP44206. 


Gibson, Steve, 1915- Ii. Title. [T. 
Tag Ruth Herscher, 1924- IV. Her- 
scher, Louis, 1894- ] 


Library of Congress 
Copyright Office 


MAR 23 1950 





Ranch Music Co. 


M1630 [JACOBS, SAM] 1897- 


J 





etunia; words and music by Roller Landis 
pseud. |, Mary Barkley |pseud.], Steve 
ibson |and ] Jolly Joyce | pseud. 

© Ranch Music Co., Hollywood, Calif.; 

30Jun49; EP37957. 


I, La oe J., 1912- joint com- 


poser. II. Theme, Mary, 1913- joint 
composer. III. Gibson, Steve, 1915- joint 
composer. IV. Title. 


Library of Congress 
Copyright Office 


Rarich Music Co. 


M1630 LEWIN, PETER, 1888- 

2 Promise, by Louis Herscher [and] Peter 

L Lewin. © Ranch Music Co., Hollywood, 
Calif.; 3Jan49; EP32527, For voice and 
piano, with chord symbols, 


I, Herscher, Louis, 1894- joint composer. 
Il, Title, 


Library of Congress 
Copyright Office 





Ranch Music Co. 


SINCE MY SUNSHINE LEFT ME w & m Ruth 
Lillian Herscher & Louis Herscher 
© Ranch Music Co. 21Mar49 EU161273 


Library of Congress & 
Copyright Office 





Ranch Music Co. 


TAKE ME AS I AMw&m Ruth Lillian 
Herscher, Lovis Herscher & Eddie 
Dean © Ranch Music Co. 21Mar49 
EU161272 


Library of Congress & 
Copyright Office 





Ranch next door. 


M1380 KILPATRICK, JACK FREDERICK, 1915- 
AK (The ranch next door) The Bar-Z barn 
dance; [from The ranch next door] piano 
solo, by Jack Frederick Kilpatrick 
[op.133, no.3] 35¢ © Belwin, inc., 
New York; 2Jan53; EP68460., 


I. Title. II. Title: The ranch next door. 


Library of Congress 
Copyright Office 





RANCH OF THE TOMBSTONES, by W. C. PTute 
tle. (In Adventure magazine, Dec. 
30, 1922) © 1éNov22, B55188l,. 

» 10Apr50, W. C. Puttle (A) 


© APR 20 1950 





Ranch on the Beaver. (R) SEE 
Adams, Andy« 





RANCH ON THE RANGE w Dallas Turner m 
Pearl Clark © Peer International 
Corp. 15Sep48 EU145344 


Library of Congress @ 


Copyright Office 





AA 2901) 
\ 


Ranch recipes. 
see 


Calling all girls, inc. 





RANCH RESCUE. B5<23372. SEE 
Western Printing and a 


Company. 





Ranch rhymes and pasture prattle. — 


Stockley, Henrietta. 

Ranch rhymes and pasture prattle. 
San Antonio, Naylor [19,5] 

viii, 36 pe illuse 21 ome 


©) 12027eh)5; 2 0 3-184h6; Louise Stockley 
Chadwick, Uvalde, Texe; A 1658. 


& SR 5-260))6 





RANCH rhymes of Michael. AA211329. 
SEE Barrett, Katharine Ellis. 





RANCH ROMANCE © w &m_ Ralph Lawrence 
Sherven 28Mar49 EU162012 


Lirrary cf Congress @ 
Copyright Office 





‘ cs | 
LS a LD | w [BW] M [PMI Q_ 
Title Ako ROLAROES feats: eae eee 
Claimant__Comi oNaca azine: Se 
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Date received 
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Iscue of \pablication| Date received 
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RANCH ROMANCES, 
© Best Books, inc. 
Biweekly 
M—-w. 185, 195), no. 
#3, June. hk. © 6May5; BL86792. 
¢ 4, June 18. © 20May5h; 3486793, 
ve 186 starts on card -13- 


\ @ 





» RANCH ROMANCES. 








“l= 
-RANCH ROMANCES. _ 
Best Books, inoe 


Biweekly 


)= Ve 188, 195, NOe 
1, Oct. 22. ©23Sep53 B507389. 


2, Nove 5e ©70ct5h3 B507390. 
3, Nov. 19. Odili; B507391. 


kk, Deo. 34 OlNov5h; 8507392. 
[}-¥+ 189, 195k, no. 

1, Dec. 17. © 18Nov5i,; B507395~6 

2, Dec. Zle O2Decd5k; B507359h. 


Cont'd on cd. 15. 





RANCH ROMANCES 
st oks, inc. 
iweekly 
D—ve 189, 1955, Noe ; 
3, Jan. 14. © 16Dec5k; B510200, 


4, Jan. 28, © 350Dec5h; 8510201, 


{ Cont'd. on ed. 16. 





RANCH ROMANCES. 
© Rest Books, inc. ie 4 om 
ve 1, now. 1, Sep-Nov2i. © 90ct. 
8627168. R100K45, 3oct52. F 





RANCH ROMANCESe Dece 192lj-June 1925 
Vole 1, moe 2+, Vols 2, noe les 
© 310ct2l, B628797, 1Dec2h, 
B645205, 3Jan25, B6\7452, 2Feb25, 
B650122, 3Mar25, B652486, 31Mar25, 
B65655, 30Apr25, BO57075« 
R100827<100833, 100ct52, Best 
Books, ince (PCw) 





RANCH ROMANCES. 
© Best Books ae yo kA 


Ve 3 one 5. Ve h NOe 
Jal-D *© 1gur2s, 366080, 
R 


ele ’ 
a 1027 ol 


25Nov52 ° 





RANCH ROMANCES. © Beat Booka, 
inc. (PCW) 
Ve h, no. 35 Ve 5» noe 1-3, 
Ve 6, NO.» 33s Ve 7> no. 1-3, 
v. 8, no. Jan.-Nov. 1926. 


© 2nec25, Beeveus, 29pee25, 
B689090, rie a B691304, 
iMar26, 8694378, 2lMar26, 
B69631 i 


ostoeah, 8698761, 
; B701095, 22gun26, 
» 207u126, B705585, 
> B707509, 17Sep26, 
B709 68 R118709-118719, 


1h0ct53. 
= 





RANCH ROM BOS » A a photoplay in two veers 
by Pox Fi Corp. ov2e, L1908 Ze 


R55349> suns. Twentieth Century- 
Pox Film Corp. (PWH) 


a 





RANCH TREAT PACKING COMPANY ©, 
Here's your Ranch Treat tree ripen+ 
ed Santa Clara Valley prunes, 
Net wt. 1 og. or over. Label. 
Appl. author: Richard Ff. Mount. 
© 26Jan53; KK62249. 


Ranch Treat 





RANCH TREAT TREE RIPENED SANTA CLARA 
VALLEY PRUNES. KK822)9. SEE Ranch 
Treat Packing Company. Here's your 





RANCH type barn. SEE United States 
Gypsum Company. KK37075- 





Ranch type houses. 
Cavitt, L C 1911- 

Ranch type houses. Culver City, Calif., Murray & Gee, 
°1947, 


(32) p. (p. (2)-182) illus., plans) 28 em. 


1, Architecture, Demestic—Designs and plans. 2. Bungalows. 
1. Title. 


NA7127.C35 728.6 47-7197* 
© L. C. Cavitt, Jr., Fort Worth, Tex.; 30Aug47; A17038. 


Library of Congress @ (4) 





RANCH UP IN THE SKY; w, m & © Franklin 
Simmons McGowen l4imarse2 EU269113 


Library of Congress & 
Copyright Office 





Rencherest homese SEE 
Ne We Plan Service. 





RANCHER AND HIS HOLLYWOOD BLOND ©w & 
m Albert Jay Tooker 26Jan)8 EU11367)) 


Library of Congress 
Copyright Office 





Ranchera de mi corazon. 


M1688 MARCUCCI, CARLOS. 

-AT2M Cadenita de amor; Ranchera de mi corazon, 
ranchera, letra de Nicolas A, Trimani, 
musica de Carlos Marcucci. © Editorial 
Argentina de Musica Internacional, S, de 
R. ltda., Buenos Aires; 100ct49; EF-0392. 


I. Trimani, Nicolés A., lyricist. II. Title. 
I. Title: Ranchera de mi corazon, 


Library of Congress 
Copyright Office eo 





RANCHERA; from Latin lovers, w, m:& © 
Laurindo Almeida & Nestor Amaral 
20Ju153 EU325889 


Library of Congress & 





Ranchera azzurra. 
1356 LUCCHINA, EDOARDO, 1925- 

L Ranchera azzurra; mazurka [by] Lucchina. 
[Piano-conductor score (orchestra) and 
parts] © Edizioni publimusic, Milano; 
30Mar53; EF0-20633. 


I, Title. 


Libtary of Congress & 


Copyright Office 





LA|RANCHERITA; w & m Miguel Salas 
Esther Orozco 21Nov50 EU221859 


art. 


Library of Congress 6 


Copyright Office 





M1731.2 


La rancherita. 

Gody, Luis. ; 

La rancherita; paroles de Jacques 
Poterat. 

© 31Dech3; le 5Marl6; Publications 
Francis Day, (s.a.) Paris; EF1168. 

Score (voice and piano) and voice 
pert. 


I. Poterat, Jacques, lyricist. II. 
Title. 


Library of Congress es Ms 
Copyright Office Music Cat, 





EL RANCHERITO. El ranchero; m Jesse 
Salas Sr. © Peer International Corp. 


1Sep53 EU329476 


Library of Congress Se 





El ranchero. 

EL RANCHERITO. El ranchero; m Jesse 
Salas Sr. © Peer International Corp. 
1Sep53 EU329476 


Library of Congress ay 





Ranchero. 


White, Stewart Edward, 1873-1946. 

... The saga of Andy Burnett, with an introduction by Joseph 
Henry Jackson. Garden City, N. Y., Doubleday & company, 
inc., 1947. 

ix p., 3 1, 3-587 p., 41, 302 p, 21, 479 p., 11,183 p. 213%. 

“First edition.” 

ConTEeNTs.—The long rifle-—Ranchero.—Folded hills.—Stampede. 


1. Title. wu, Title: The long rifle. mt. Title: Ranchero. trv. Title: 
Folded hills. v. Title: Stampede. 


PZ3.W585Sag 47-1723 
© introd., 20Feb47; publisher, New York; A10677. 


Library of Congress (6) 





The Ranchero, 
see 


Hubs, Carl F 





EL RANCHERO ATRABANCADO w & m Vic- 
tor Cordero © Esther Orozco 


26Seph7 EU95421 





EL RANCHEKO ENAMORADO w & m Oscar 
Garcia © Commodore Music Corp.. 


lyiiarh8 EU119627 


Library of Congress ty 


opytight Office 





Rancheros Visitadores 

RIDE, RSNCHEROS, RIDE w & m Jack’ 
Watson © Rancheros Vial tadoren. 
22Julh7 EU89885 





D unp. 4479 


The rancher's daughter. 


See 


Stern, Len 





Rancher's gold. 


HENDERSON, JAMES MADDOCK, 
Rancher's gold, a new Western, by Pete 
Danvers [pseud.] London, Hammond, 
Hammond [1952] 192p. © James 
Maddock Henderson (Pete Danvers); 
13Jun52; 2c 300ct52; AI0-2556. 


Library of Congress 
Copyright Office 





RANCHERS in arms. 1025386. SEE 
The Lone Ranger (Radio program) 
No. 271-1965. 





RANCHER'S PRAYER; w, m & © Virginia 
Ice Thomas 26May53 EU317784 


Library of Congress 
Copyright Office 





RANCH-RZE. KK538i9. SEE City Wide car- 
ton Co., inc. 





The rancher's secret and the Cisco Kid. 


See 


THe Cisco Kid, 145A. 





Ranchier, Alex 
see Cadenet, Pierre, 1912= 





Ranchin 

M158, LE GRAND, ROBERT, 189)- 

au Le premier jour du mois de mai; 
choeur 4 ih voix mixtes, 
poésie de Ranchin ... musique 
de Robert Le Grand. Op. 4h, 
no. 2. Paris, Rouart, Lerolle 
gt Cie., vente exclusive, 
Editions Salabert. © Salabert, 
inc., New York; 31Dech6; 


EF3552. 
i. .Ranchin, Typicist. ifs Title. 


Library of Congress S 
Copyright Odice Music Cat. 





Ranching in the gay '90's, 
ROBINSON, CLARENCE CROMWELL, 
Ranching in the gay ‘90's. [Steckton? 
Calif., 1951] 198 p. illus, © D. W. 
Beatie & Clarence C. Robinson; 31Dec51; 
A64820. 


I. Beatie, D. W. 


Library of Congress e 
Copyright Office 








Ranchito lindo. 
FeeBermejo, Felipe, EBF4099, 





Ranchito nto. 


M1356 MOYA, ROBERTO DE, 

.M Ranchito mio; guajira son, letra y mtsica 
de Roberto de Moya, arr, de Juan E, 
Lazaga. [Piano-conductor score (orches- 
tra, with words) and parts] © Peer& 
Compafiia, s.l., Habana; 16Nov49; 
EF18808, 


. Title. [Lazaga, Juan E,] 


Library of Congress e 
Copyright Office 





RANCHLAND paper dolls. KK70549. SEE 
Saalfield Publishing Company. 


& MAR 17 1952 





The ranchman, 
Seltser, Charles Alden. #11192, 


egn 12Feb47 





RANCHO; by Vaughn De Leath [pseud. 
of Leonore E. Vonderlieth]} 
© 15Mar20, £73091. R29761, 
liMiarl8, Alma Cunningham (sister) 


Library of Congress 


Copyright Office as 





EL RANCHO; w Luis M, Bafiuelos & David 
N. Bafluelos, m Ed. Tavo. © 260ct26; 
E649330. Concepcion C. de Acosta 
(PWH); 10Feb54; R125449. 


Library of Congress @ 


Copyright Office 





RANCHO Alegre. pvu200). SRE Mariscal, 
Oscar J. 





RANCHO BLANCO w &m Jose Jesus 
Navarro © Caribbean Music Co. 
6Jan)8 E£U111216 


Library of Congress & 
Copyright Office 





RANCHO BONITO w & m Arturo Mosqueda © 
Maurice Garten 12Nov48 EU148542 





RANCHO brown. SEE Wembley, inc. 
KK27117. 





Rancho 3uena Vista, 
fhe count found a valley, Lionome, 
Calif.e, 2947] 
Sijus, 22cm 


- o 


3 


iz Itasnicho jjuenn Vista 


Ca <q = ee i, 2 5 
RAIL § LMayip7 3 1A3ib10. 


+ 


© gs se Py 





[EL/RANCHO CAFE; m & © Jesus Garcia 
urtado 25May50 EU205130 


ART. 


Library of Congress & 
Copyright Office 





RANCHO Cloverita, Van Nuys, Cal. SEE 
Stoffel Seals Corporation. KKi1hhh. 





EL RANCHO DE MIS RECUERDOS 
SEE Ruiz, Federico 





RANCHO DE TAOS MISSION. g tot be 
Brown and Bigelow. New Mexi 





RANCHO DRIVE-IN THEATRE, SAN DIEGO, 
CALIFORNIA. SEE National Theatre 
Broadcasting. 





RANCHO ESCONDIDO © English w & m 
Gretchen Waller Phillips 14Mar49 
EU160464 


Library of Congress 
Copyright Office 





RANCHO FRUIT AND FLOWERS. 
Rancho fruit and flowers, Fall 1950. 
Bulb catalog] 1 v., illus, 
)Ruble Co,, Rancho Pruit & Flowers 
(in notices Rancho Fruit & Flowers) ; 
1Sep50; AA162021, 


& OCT 47 1950 





El rancho grande. 
M1356 URANGA, E D 
oU Alla en el rancho grande, lyric by 
Bartley Costello, music by E. D. 
Uranga, music arr. by S. R. Ramos, 
[err. for orchestra by Jimmy Dale] 
© Edwerd B, Marks Music Corp., New 


York; 26Jan46; on arrangement; 
EP22429. Pisno-conductor score (or- 


chestra, with words) and parts, 
English words, 


I. Title. II, Title: El rancho grande, 


. Library of Congress @ 


Capyright Cifice 





EL RANCHO GRANDE; m S. R. Ramos and ie 
arr. Louis Sugarman. Simplified arr. 
for piano four hands by Louis 
Sugarman. (In his Marks! simplified 
piano duet album) © Edward B. Marks 
Music Corp., New York; 15Feb49; on 
arrangement; EP34337.. 





El Rancho Grande 
M1380 RAMOS, S R 
oR El _ Rar Rancho. Grande; music by S. R. 
“Ramos, arr. by L. Sugarman. 
Edward B. Marks Music Corp., 
New York; 5Sepl 3; on arrangement; 
EP16672. For piano solo. 


I. Sugarman, Louis, arr. II. Title. 


Library of Congress 
Copyright Office 


Music cat. 





Rancho Grande. 


BEEBE, CHARLES WILLIAM, 

Rancho Grande; zwei Jahre im Nebelwald 
der Anden. [High jungle; ins Deutsche 
fibertragen von J. N. Lorenz] Wien [1951] 
337 p. illus. © Verlag Ullstein & Co., 
G.m.b.H.; 23Sep51; AF13346. 


I, Lorenz, Josef Novotny, tr. 
Il. Ullstein und Companie, G.m.b.H. 


Library of Congress i j/~ 
Copyright Office 





Rancho grande, 


RAMOS, SILVANO R 

El rancho grande. Lyric by Bartley 
Costello, music by Silvano R. Ramos, 
easy arrangement by Pietro Deiro, Jr. 
[For accordion, with English words] 40¢ 
© on arrangement; Edward B. Marks 
Music Corp., New York; 19Nov52; 
EP66980. Appl. states prev. reg. as Alla 
en el rancho grande, 10Mar27, E663020. 


I, Title. [II. Costello, Bartley. III. Deiro, 
Pietro, 1913- ] 


Library of Congress SS 
Copyright Office 
art. 





El Rancho grande 
EP66980. (con.) 


(See also El Rancho Grande; REG 2Jun79; PA 
46-622) 





KK 537 


El rancho grande. 
see 


National boys wéar co., claimant. 


ef 8-27-16 





bi. RANCHO Grande. See Schindeler, 
Edward. D unpe 9009. 





Rancho Grande chest. 
see 


Canoga farm. 


zer 1-11-)7 





RANCHO IN NEVADA © w & m Gordon 
Thrane Clark, Marie Barbara 
Martino & Diane Carroll 26Novl7 
EU105155 





Rancho in the. skys 
were Disney (Walt) productions, ltds 





BL RANCHO, ING. © 
Pepper, steaks, grinders. F1 Rancho. 
Packages of food) Labels Apple 
author: John Malonie © 2Jan5k3 
KK92697 « 





RANCHO LA BREA MAMMOTH. SEE Otto, 
William John Peter. 





M1356 


o 





Rancho lindo 
Grant, Joaquin, 1880- arre 

‘Rancho lindo eee Lucerito de Sevilla 
ese Loy] M. Le Quiroga, [paroles de S. 
Valverde] Paris, Julio Garzon. 

© lAugh5; lc 26Aprl6; publisher; 
EF150h. 

Piano-conductor score (orchestra) 
and partse Score and parts of Lucerito 
de Sevilla on verso of score and parts 
of Rancho lindo. 


TI. Quiroga, M. Le Lucerito de Sevilla. 
II. Valverde, 4 lyricist. III. Title. 


IV. Title: Luce 
Library of Congress 
Copyright Office 


rito de Sevillaé 
Music Cate 


RANCHO LOST PESOS; w Bonnie Gertrude 
Graves m Iva Colleen Wallace © 
Bonnie Gertrude Graves & Iva Colleen 
Wallace 2Mar54 EU349518 


Library of Congress ® 
Copyright Office 





RANCHO LUCKY STAR © w & m Leo Ellis 
Wagner 11Feb49 EU156885 





RANCHO Mesa Verda Corp. 7TX Teela- 
wuket Ranch. GU6693. SEE Wylie, 
James. 





Rancho Montecito, claimant. 

Remcho Montecito, (Assorted dried’ 
fruits and shelled nuts) {Los Angeles, 
Printed by Western label co.) ¢19)7. 

sheet. illus. 5 x hem. : 


Label. 


© Rancho Montecito, North Hollywood, 
Celif.; 5Moyli7; KK1675. 


12Augh:7 rs 





Rancho Music. 


CAN'T GO ON; w & m Smiley Burnette 
© Rancho Music 6Aug51 EU246121 


Library of Congress 
Copyright Office 





Rancho Music. 


M1630 BURNETTE, LESTER ALVIN, 1911- 

2 Can't go on; words and music by Smiley 

.B Burnette. © Rancho Music, Studio City, 
Calif.; 1Oct51; EP57531. 


I. Title. 


Library of Congress 
Copyright Office 





Rancho Music. 


M1630 BURNETTE, SMILEY, 1911- 

2 You put me on my feet, when you took her 

.B off my hands; by Smiley Burnett, arr. by 
Stanley Allison. © Rancho Music, Studio 
City, Calif.; 18Apr49; EP35886. For voice 
and piano, with chord symbols. 


I. Allison, Stanley, arr. I, Title. 


Library of Congress 
Copyright Office 





Rancho Music Co. 


M1630 BURNETTE, SMILEY, 1911- 

2 . Bugle voy; words and music by Smiley 

-B bpurnette, arr. by Stanley Ellison, 
© Rancho Music Co., Studio City, 
Calif.; 110ct48; EP30354. 


I. Ellison, Stanley, arr. II. Title. 





Rancho Music Co. 


M1630 BURNETTE, LESTER ALVIN, 1911- 
2 Camp fire smoke; words and music by ' 
-B Smiley Burnette, arr. by Stan Ellison, 
© Rancho Music Co,, Studio City, Calif.; 
15Nov49; EP41799, 


I. Ellison, Stanley, arr. I. Title. 


Library of Congress 
Copyright Office ie 





Rancho Music Co. 


CHUGGIN' ON DOWN 66; w & m Smiley Bur- 
nette © Rancho Music Co. 19Apr54 
EU356122 


Library of Congress e 


Copyright Office 





Rancho Music Co. 


M1978 BURNETTE, SMILEY, 1911- 

o=H7B Dentists; words and music by Smiley 
Burnette, arr. by Stanley Ellison, 
© Rancho Music Co., Studio City, Calif.; 
24Jan49; EP33512. 


I, Ellison, Stanley, arr. IL. Title. 


Library of Congress 


Copyright Office a 





Rancho Music Co. 


M1630 BURNETTE, LESTER ALVIN, 1911- 

77 Don't you think you're wrong? Words and 

+ music by Smiley Burnette, arr. by S. 
Ellison. © Rancho Music Co., Studio 
City, Calif.; 28Jun50; EP47491. 


I. Title. [II. Ellison, Stanley] 


ML 2 


Library of Congress © 
Copyright Office 





Rancho Music Co. 


M1630 BURNETTE, LESTER ALVIN, 1911- 

of A drifting dream; words and music by 

-B Smiley Burnette, arr. by Stanley Ellison. 
© Rancho Music Co., Studio City, Calif.; 
210ct49; EP41085. 


I. Ellison, Stanley, arr. II. Title. 


Library of Congress 
Copyright Office & 





Rancho Music. 


M1630 BURNETTE, LESTER ALVIN, 1911- 
2 Gettin’ some sleep; words and music by 
-B Smiley Burnette, arr. by S. Ellison, 
© Rancho Music, Studio City, Calif.; 
26Dec49; EP42896. 


I. Ellison, S., arr. Il. Title. 


Library of Congress 
Copyright Office 





Rancho Music Co. 


M1630 BURNETTE, SMILEY, 1911- : 
2 I ain’t goin’ to do tomorrow what I didn't 
B get done today; words and music by 
Smiley Burnette, hdd S. Ellison] 
© Rancho Music Co,, Studio City, Calif.; 
15Jun49; EP37687. 


I. Ellison, S., arr. I. Title. 


Library of Congress 
Copyright Office 





Rancho Music Co : 


M1630 BURNETTE, LESTER ALVIN, 1911- 

2 I know it, but does she? Words and music 

-B by Smiley Burnette, arr. by Stanley 
Ellison. © Rancho Music Co., Studio 
City, Calif.; 210ct49; EP41086, 


I. Ellison, Stanley, arr. II. Title. 


Library of Congress 
Copyright Office oS 





Rancho Music Co, 


I SAW HER FIRST; w & m Smiley Burnette 
© Rancho Music Co. 1Dec52 EU295875 


Library of Congress a, 
Copyright Office 





Rancho Music Co, 


M1630 BURNETTE, LESTER ALVIN, 1911- 
2 Li’l indian; words and music by Smiley 
-B Burnette, arr. by Stanley Ellison. 
© Rancho Music Co., Studio City, Calif.; 
210ct49; EP41084. 


I. Ellison, Stanley, arr. II. Title. 


Library of Congress 
Copyright Office & 





Rancho Music Co. 
M1630 BURNETTE, LESTER ALVIN, 1911- 
.2 Lonely rose; words and music by Smiley 
.B Burnette, arr. by Stanley Ellison. 
© Rancho Music Co., Studio City, Calif. ; 
24Apr50; EP45641. 


I. Title. [II. Ellison, Stanley] 


Library of Congress & 
Copyright Office 





Rancho Music Co. 

M1630 BURNETTE, LESTER ALVIN, 1911- 

i a Make it do; words and music by Smiley 
.B 


Burnette, arr. by S. Ellison. © Rancho 


Music Co., Studio City, Calif.; 24Apr50; 
EP45642. 


I, Title. [II. Ellison, Stanley] 


Library of Congress e 
Copyright Office 





Rancho Music Co. 
M1630 BURNETTE, SMILEY, 1911- 
“2 . My home town, words and music by 
-B Smiley Burnette. © Rancho Music 
Co., Studio City, Calif.; 110ct48; 
EP30351. 


LestItle; 


Library of Congress © 
Copyright Office 





Rancho Music Co. 


M1630 BURNETTE, LESTER ALVIN, 1911- 

2 No time; words and music by Smiley 

-B Burnette, arr. by Stanley Ellison. 
© Rancho Music Co., Studio City, 
Calif. ; 28Jun50; EP47490. 


I. Title. [II. Ellison, Stanley] 


Library of Congress & 


Copyright Office 





Rancho Music Co. 


M1630 BURNETTE, LESTER ALVIN, 1911- 
Rabbits; words and music by Smiley 
B Burnette, arr. by S. Ellison. © Rancho 
Music Co,, Studio City, Calif.; 15Nov49; 
EP41800, 


I. Ellison, Stanley, arr. IL. Title. 


Library of Congress 
Copyright Office 6 





Rancho Music Co. 


Mi630 BURNETTE, SMILEY, 1911- 

od Stingy, by Smiley Burnette, arr. by Stanley 

B Ellison. © Rancho Music Co., Studio 
City, Calif.; 24Jan49; EP33513. For 
voice and piano, with chord symbols. 


I, Ellison, Stanley, arr. Il. Title. 


Library of Congress 


Copyright Office ey 





Rancho Music Co. 


M1978 BURNETTE, SMILEY, 1911- 

-H7B Three hermits; words and music by 
Smiley Burnette. © Rancho Music Co., 
Studio City, Calif.; 24Jan49; EP33511, 


I, Title. 


Library of Congress 
Copyright Office 





Rancho Music Co. 


M1630 BURNETTE, SMILEY, 1911- 

2 Tonight's my night to howl; words and 

-B music by Smiley Burnette, jarr. by S. 
Ellison] © Rancho Music Co., Studio 
City, Calif.; 15Jun49; EP37686. 


I, Ellison, S,, arr. IL. Title. 


Library of Congress 
Copyright Office 





Rancho Music Co. 
M1630 BURNETTE, SMILEY, 1911- 
we . Way back home, words and music by 
-B Smiley Burnette. © Rancho Music 
: Co., Studio City, Calif.; 110ct48; 
EP30352. 


I. Title, 


Library of Congress & 
Copyright Otfce 





Rancho Musiée Co. 


M1630 BURNETTE, SMILEY, 1911- 

. You're all it takes to keep me 

3B flyin' high; words and music by 
Smiley Burnette, arr. by Stanley 
Ellison. © Rancho Music Co., 
Studio City, Calif.; 110ct48; 


EP30353. 


I. Ellison, Stanley, arr. II. Title. 
III. Title: Flyin! high. 





EL RANCHO NOT SO GRANDE from Jeopardy; 
m Dimitri Tiomkin © Loew's, inc. 
8Jan53 EU299542 


Library of Congress eS 
Copyright Office 





RANCHO NOTORIOUS. Fidelity Pictures. Dise 
tributed by RKO Ra@io Pictures, 1952. 
89 mins, sde, color 35mme 
Summary: A Western which dramatizes 
the bailad, "The Legend of Chuck-a-luck," 
The search of a Wyoming cowboy for his 
fiancee's murderer leads him to a ranch» 
hiceaway for bandits which is operated by 
an ex-saloon entertainer, Time: 1870's, 
. Credits: Producer, Howard Welsch; 
director, Fritz Lang; story, Silvia 
Fichards; screenplay, Daniel Taradash; 
music, Emil Newman; editorial supervision, 





RANCHO NOTORIOUS, © Fidelity Ploaturess 
Card 2s 


Otto Ludwig. Technicolor, Cast: Marlene 
Dietrich, Arthur Kennedy, Mel Fe orrer, 
Gloria Henry, William Frawley. 

© Pi dels ty Pictures, Incs} "buars2s 
LP1632. 





Rancho notorious. 


THE LEGEND OF CHUCK A LUCK from 
Rancho notorious; w & m Ken Darby 
© Gramercy Music Corp. 24Mar52 
EU268676 


Library of Congress ib 
Copyright Office 





Rancho Notorious. 


M1508 DARBY, KENNETH LORIN, 1909- 
(Rancho Notorious) Get away, young man; 
[from] Rancho Notorious, words and 
music by Ken Darby. © Gramercy Music 
Corp., New York; 19Mar52; EP61248, 


I, Title. Il. Title: Rancho Notorious. 


Library of Congress @ xM1508,9 
Copyright Office 





RANCHO OF THE ROSES w Milton Leeds & 
Fred Wise m Harold M. Kirchstein 
© Colonial Music Publishing Co., inc. 
10Dec48 on added w EU150804 





Rancho of the roses. 


M1630 [KIRCHSTEIN, HAROLD M ] 

.2 Rancho of the roses; lyrics [by] M. Leeds 

-K [pseud. and] F. Wise, music by H. 
Grant [pseud.] © Colonial Music Pub, 
Co., inc., New York; 27Jan50; EP47522. 


I. Title. [II. Liberman, Milton, 1909- 
Ill. Wise, Fred] 


JUL 2 6 1950 


Library of Congress e 
Copyright Office 





Rancho Padre. 

M1640 MABIE, MILT. 

ee Rancho Padre, words and music by 

M Louise Massey [and] Milt Mabie, 
© Peer International Corp., New 
York; 18May8; EP27083, 


Library of Congress © 


Copyright Cfice 





RANCHO PARK; w, m & © Harry Siegel 
l4Aug50 EU212300 


Library of Congress 
Copyright Office 





Rancho pequefioc. 


M1356 MAYER, FERNANDO, 

M Rancho pequefio; fox-vaquero, letra: Jose 
Ma. Socoro, musica: Fernando Mayer. — 
[Piano-conductor score (orchestra) and 
parts] 10.-ptas © Masica del Sur, 
Barcelona; 20Dec49; EF20091, 


I, Title. [II. Socoro, Jose Ma,] 


Library of Congress & 





RANCHO POLKA; m Bernie Roberts © 
Peer International Corp. 3Nov52 
EU294 049 


Library of Congress & 


Copyright Office 





RANCHO Red's adventure map of the 
Old West. KK70572. SEE Sunnyvale 
Packing Company. 





M1630 
Rancho rhythms. 


Livernash, Will, arr. 

Ray hogers rancho rhythms; a . 
collection of cowboy and hillbilly 
songs. New York, Edward Schuberth 
& co., inc. 60¢ 


© 17Sepl6; publisher; EP8562. 


a 3 
-L58R3 


I. Rogers, Ray. II. Title. III. 
Title: Rancho rhythms. 


Music Cat. 


Library of Congress 
Copyright Office 





Rancho Santa Fe. 
Feefelby, Peter H 





Rancho serenade 

M1739 LAMARR, RICARDO. ~~ 

wie Rancho serenade ... by Ricardo 

oL Lamarr. © Southern Music 
Publishing Co., 1td., London; 
lNiarl6; EF5578. For voice and 
piano, with chord symbols; 
melody also in tonic sol-fa 
notation. 


Title, 


Library of Congress 8 


Copyright Office 


Music Cat, 





El rancho serenade; w H. Lucas, m 
F. Payne. @©Floy Payne, San Rafael, 
Califs & Hazel Lucas, Visalia, Calif.; 


12Mayl7; EU7899. 


Library of Congress G 
Copyright Office 





EL RANCHO Vegas. SEE El Rancho Vegas 
Hotel Company. KK38076. 





Rancho viejo. 


LOPEZ, BERNARD, 1909- 

Rancho viejo; paroles frangaises et 
espagnoles de Fernand Bonifay & 
Tortiluna [pseud,] musique de Bernardo 
Lopez, Ohé! joyeux gondolier, © Edi- 
tions musicales Nuances, Paris; 26Oct51; 
EFO-11178, 


FEB g 1952 


I, Title. Il. Title: Ohé! joyeux gondolier, 
[IlIl. Bonifay, Fernand, 1920- 
IV. Combes, -_ ys 1899- 1: 


Library of Congress 
Copyright Office 





RANCHOS de Taos Church, moonlight. SEE 
Adams, Kenneth M. Portfolio of lith- 
ographs. 1569. 





THE RANCHTILE STORY «ee SEE Congoleum- 
Nairn, ince 





Ranciato, Terry. 

NO NEED PRETENDING; w Terry Ranciato 
m Anthony Joseph Sagnella © Terry 
Ranciato & Anthony Joseph Sagnella 
4Aug52 EU283010 


Library of Congress 
Copyright Office & 





Ranciato, Terry. 

THE THREE I LOVE; w Terry Ranciato m 
Anthony Joseph Sagnella © Terry 
Ranciato & Anthony Joseph Sagnella 
4Aug52 EU283009 


Library of Congress 
Copyright Office 





Ranck, A 
WHAT T CARE 1 I m Leo & Hector Richard 


© w Ann Ranck 1Mar48 EU119194 





RANCK, CECILIA (CRAIN) 

Doddridge Chapel community, yesterday 
and today. Limiteded, Richmond, Ind., 
Nicholson Print, Co, 172 p. illus, 
© Cecilia Ranck (Mrs, Ralph Ranck); 
27Nov50; A51701. 


vp/r 


Library of Congress 
Copyright Office 





M2198 Ranck, Clarence Edwin. 
eR195S6 Songs in the desert; [words] by 
C. E. Rancke ‘lth ede, enl. Los 
Angeles, Ce Ee Rancke 
© additional songs, 17Dech6; 
publisher; EP6336. 
"Copyright 197." 
ze “PAL Gie. 


Library of Congress & 


Copyright Oilice 





RANCK, Js ALLAN, 
Evangelism through United Christian 
Youth actions AA213932. SEE - 
United Christian Youth Movement. 





RANCK, J. Allan. A program guide for 
Christian Endeavor societies, 19)8- 
194.9. Young people's ed. AA90109. 
SEE International Society of 
Christian Endeavor. 





AA 30271 


[Ranck, James H 

Advantage play. [Salt Lake City, Printed by 
Stevens & Wallis] c1946. 

pamphlet (16 p.) 23cm. 


Treatise on horse race betting. 
(© 10-7-46; 2 ¢ 10-19-46; Vaughn pub. co., 
Salt Lake City; AA 30271. 


© lg 1-14-47 





RANCK, John Allan, joint author, 
The Christian way; a catechism for 
intermediate youth. AA1);7870. SEE 
Wert, Paul Re 


& maY -— 1 1950 





Ranck, Lydia. 


THE CITY CLOSE BESIDE THE PEACEFUL SEA; 
w Lydia Ranck m Harry C. Geiger © 
Lydia Ranck 24Nov52 EU296049 


Library of Congress @ 
Copyright Office 





Ranck, Lydia. : 

HEART OF MY HEART; w & m Lydia Ranck 
& George Brown © Lydia Ranck 8Aug52 
EU283733 


Library of Congress 
Copyright Office ee 





—_ Nathan H 
One moony words by Ne He Rancks 
© $ aakaiboe 3} Ne He Ranck, Alexandria, 
Vaes BU 





RANCK, Mrs. RALPH 
SEE Ranck, Cecilia Crain. 





RANCK, WILSON M. 


You and your wages. AA2061\). SEZ 
American Seating Company. 





Rancken, Ethel Mildred. 


LOVE CAME ALONG; w, m & © Ethel 
Mildred Rancken 4Feb52 EU263395 


Library of Congress & 
Copyright Office 





RANCKEN, MILDRED. SEE 
Rancken, Ethel Mildred, 1905- 


EU2 63395 





RANCO, INC. ©. 

Manual 1058, Raneo. 6th revision, 
July, 197. pe, illus, 
© lAugh7; 4480615." 





RANCO, INC, © : 
Manual 1058. ‘7th ede, July 1950. 
[34 revision of Nenual 2058, June 
1950, Compiled by Re Ge Raney} , 
121 pe, illus. © 12JuR50; AAL6528h6 





RANCO, INC, ©, 

Ranco replacement reference nos 12h. 
[Compiled by C, M, Spielman] 
Columbus, Ohio [1919] 1 ve, illus. 
© 17Apr50 (in noticeg 1949) 3 
AA1),8829, 





RANCO, INC, 
Ranco replacement reference, 
nos 1 » Appl. author: Clarence 
Ms Spielman, © on additions; 
Ranco, inc.; 9Nov533; A118).20. 





KK 9600 


Ranco products corporation, claimant 

Genuine photographs taken at the tracks, you 
develop them... (Novelty photographs) [Los 
Angeles, Printed by Institute press, 1946] 

boxe illus. ae Nea <a> co Sale a 2CMe 


Label. 
Appl. title: Play the races. 
@)10-15-46; 2 ¢ 11-25-46; Hollywood, Calif.; 


KK 9600. 


& lg 1-29-47 





KK 9601 


Ranco products corporation, claimant 

Miracle fotos; the “fingers” game ... 
(Novelty photographs) [Los Angeles, Printed by 
Institute press, 1946] 

envelope. illus. 6 1/2 x llem. 


Label. 

Appl. title: Pic-tease, 

C)11-6-46; 2 ¢ 11-25-46; Hollywood, Cailif.; 
KK 9601. 


lg 1-29-47 





La rangon, 


SEGNAIRE, JULIEN, 
La rangon, roman. [Paris, 1952] 187 p. 
© Librairie Gallimard; 15Aug52; 
AF0-8995, 


I. Gallimard, Librairie. 


Library of Congress 
Copyright Office 





Rangon, Day- 


see 


Day-Rangon, pseud,. 





M1508 


Rancunee 
[Caffot, Sylvére Victor Joseph] 1903- 
Bonsoir mesdames, bonsoir messieurs: 
Rancune [excerpt] cE ea ia de Claude 
Marcy, musique de René Sylviano [pseud. ] 
© 20Jun5;3 le 5Mark6; Bditions du 
Coquelicot, Paris; EF967. 


For voice and piano. 


I. Marcy, Claude, lyricist. 
II. Title: Rancune, 


Music Cat. 
-XM1508.9 





AFW11 


Rancune,. 


Deeping, Warwick, 1877- 

ee sRancunes; roman traduit de l'tan- 
glais par Jeannette Hubler. Genéve, 
Je-H. Jeheber (19) 

360 pe LO ea 


"Cet ouvrage a 6té publié en langue 
anglaise sous le titre: 'The malice of 
ment", 


©1Sephh; le 2hFebl6; Edition a He 
Jcheber, s.ae3 AF11. 
I,Hubler, Jeannette, tr. II. Title. 


Library of Congress car 1Marh6 
Copyright Office 





Rancurel, £. 

Boogie blues. Paris, ditions musi- 
cales d' adaptations cinématographiques 
Europae 

© B70CH Is lc 2baprl6; publisher; 
EF259 


eed psedsdiied solo. 


Ta Title. 


e Music cat. 





Rancurel, E : ; 
Boogie puzzle, Paris, Europa. 
20F 
© 250cth5; le 26Aprl.6; Bditions 
musicales dtadaptations cinématographi- 
ques Europa, Paris; EF2),60, 
For accordion solo. 


ie settle. 


Music Cate 





Rancurel, E. 

Boogie rhythm. Paris, Editions 
musicales d'adaptations cinématograph- 
iques Europa. 

©l0Junk5; le 5Marl6é; publisher; 
EF215. 

For accordion solo. 


Ie Title. 


rit Music cat. 





Rancurel, Eudore. 
see also 


Rancurel, Eudorre. 


1952 file 





M1731 RANCUREL, EUDORE, 1904- 

2 Ah! les parents terribles; fox, paroles 

.R de Georgius [pseud.] musique de E. 
Rancurel. © Paul Beuscher; 24Apr6,1; 
EF0-9285, , 


OCT -1 1951 
I, Title. [Il. Guibourg, Georges, 1891- 


Library of Congress 
Copyright Office 





M1731 RANCUREL, EUDORE, 1904- 

2 Au bal de mon coeur; bolero, paroles de 

R “ Jacques Larue [pseud, ] musique de 
Eudore Rancurel. © Editions Salabert, 
Paris; 17Mar52; EF0-13947, 


I, Title. [II Ageron, Marcel Eugéne, 
1906- ] 


Library of Congress 
Copyright Office 





M1356 RANCUREL, EUDORE, 1904- 
.R Cordobesita; paso doble, paroles de Abad 
. [pseud,] musique et arrang. de 
E, Rancurel, [Piano-conductor score 
(org hestra, with words) and parts] 
,© ‘Editions espagnoles Julio Garzon, 
* Paris; 28Jul52; EFO-16140. 


I. Title. [U. Garzén, Luis, 1931- 


Library of Congress 
Copyright Office 





M1731 RANCUREL, EUDORE, 1904- 

02 La Havane; paso-doble, paroles de Géo 

R Bonnet, musique de E, Rancurel. © Les 
Nouvelles Editions Meridian, Paris; 
11Sep50; EF0-5888, 


I, Title, [II. Bonnet, Georges] 


art, ; 
Library of Congress 
Copyright Office 





M1731 RANCUREL, EUDORE, 1904- 

44 Joséphine; boogie, paroles de H. Génés 

wR [pseud.] musique de E. Rancurel, Paris, 
Editions musicales Paris-monde. © H. 
Génés & E, Rancurel; 250ct46; EF20600. 


I, Title. [II. Genebes, Henri] 


Library of Congress & 





M1356 RANCUREL, EUDORE, 1904- 

ae Linda Mafa; bolero, paroles espagnoles 
de Doddy-Tortiluna [pseud. ], paroles 
frangaises de Claude Henry, musique 
de E. Rancurel, arrangement par R. 
Beaux. [Piano-conductor score (orches- 


tra) and parts; with words] © Julio 


Garzon, Paris; 30Dec49 (in notice: 1950); 
EFO-2513. 


I. Title. [II. Combes, Adolphe, 1899- 
Ill. Henry, Claude. IV. Beaux, R. ] 


Library of Congress ; 
Copyright Office MAY + U 195( 





M1731 RANCUREL, EUDORE, 190- 

ae Ma prairie, paroles de Robert Berri 

it [pseud.] musique de Eudore Rancurel 
& Maxime Dichamp. © Editions Ma= 
gali, Paris; 31Declh7; EF807l. 


Library of Congress a 


Copyright Office 





RANCUREL, EUDORE, 1904- 

Manouna; samba, paroles frangaises de R. 
Roccaserra, paroles espagnoles de 
Tortiluna-Doddy [pseud. ], musique de E, 
Rancurel, Arr. par R. Beaux. [Piano- 
conductor score (orchestra) and parts; 
with words] © Julio Garzon, Paris; 
20Jan50; EF0-2816. 


I, Title. [II. Roccaserra, Raoul, 1906- 
HI. Combes, Adolphe, 1899- IV. Beaux, 


wae ot a e ] 


Copyright Office WAY 2 6 199! 





RANCUREL, EUDORE, 1904- 

Mi coraz6n. Mon coeur chante sa peine; 
tango, paroles espagnoles de Tortiluna 
[pseud.] paroles frangaises de Doddy 
[pseud.] (With Lomuto, F. J. Si soy asi) 
[Piano-conductor score (orchestra) and 


parts; with words] © J. Garzon, Paris; 
5Dec50; EF0-6808. may 1 - 1951 


I, Title. Il. Title: Mon coeur chante sa 
peine, [III. Combes, Adolphe, 1899- ] 


Library MP Congress “s 
Copyright Office 2/2 





M1356 RANCUREL, EUDORE, 1904- 

.R Nueve de abril; tango [by] E. Rancurel. 
[Piano-conductor score (orchestra) 
and parts] © Julio Garzon, Paris; 
31Dec53; EF0-25428. 


| Pe bh tee 


Library of Congress e 





M1731 RANCUREL, EUDORE, 1904- 
La samba de l'ail; paroles de Raymond 
Vincy [pseud.] musique de E, Rancurel, 
© Royalty éditions musicales, Paris; 
20May52; EFO-14539, 


I. Title. [II, Ovanessian, Raymond, 1904- |] 


art. 


Library of Congress 
Copyright Office 





M1356 RANCUREL, EUDORE, 1904- 

.R Samba mia. Dansez la guaracha; musique 
de Eudore Rancurel, [Parts: orchestra] 
© Julio Garzon, Paris; 30Dec49; 
EFO-2434. 


I. Title. II. Title: Dansez la guaracha. 


Library of Congress 
Copyright Office 





M1356 RANCUREL, EUDORE, 1904- 

R El tiempo; tango [by] E. Rancurel 
[Piano-conductor score (orchestra) and 
parts] © Julio Garzon, Paris; 31Dec53; 
EF0-25427, 


I.. Title. 


art. 


Library of Congress oe 





M1731 RANCUREL, EUDORE, 1904- 
La valse des baisers; valse chantée, 
paroies de Albert Bossy, musique de 
Eudore Rancurel. © Editions E. Robert 
Trebor, Marseille; 6Nov41; EF16143. 


I. Title. [II. Bossy, Albert, 1907- 


art. 
Library of Congress 
Copyright Office 


APR = 6 1951 





M1731 © RANCUREL, EUDORRE, 1904- 
2 Elisabeth; paroles de Raymond Vincy 
R _ [pseud.] musique de E, Rancurel. 
© Royalty éditions musicales, Paris; 
31Mar52; EF0O-13949, 


I, Title. [IIl. Ovanessian, Raymond, 1904- ] 


Library of Congress 
Copyright Office 





Rancurel, Eudorre. 


see also 


Rancurel, Eudore. 


1952 file 





